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Senate rules are amended. Minority rule is ruled 
out. The country is saved! F 





“Gentle spring” this year will be gentle only in 
spots. The world is in a fighting mood. 





“President Wilson rose from a sick bed,” says a 
dispatch. ‘The cause of the bed’s sickness was not 
stated. 





Cuba’s revolution was recently in a whirl, ‘but it 
doesn’t revolve very seriously now. Peace without 
victory has been re-established. 





Oil companies that use circus advertising methods 
may catch the unsuspecting outlander, but practical 
oil men refuse to take stock in such concerns. 





South Shore Country Club, of Chicago, has voted 
to refrain hereafter from giving tips to attendants. 
There’s an anti-bribery movement that should 
spread. 





Anti-trust proceedings against the United States 
Steel Corporation are attracting attention. As a 
solution, dissolution is recommended by the anti- 
trusters. 





In a suit against California oil men, the United 
States will try to tecover land worth $20,000,000. 
Conservation of that kind is sometimes designated 
by an uglier name. é 





Mr. Abe Martin remarks: “If ther’s anything 
mean in a feller nothin’ll bring it out like a little 
authority.” And he’s quite right. Big authority is 
productive of a like result and on a larger scale. , 





it now appears that P. J. White—not Henry L. 
Doherty—has been negotiating for the purchase of 
the Pure Oil Company. The news, as sent out, was 
twisted, but there’s a deal on, just the same, and 
its a big one. 





Regardless of predictions that war is inevitable, 
financial conditions in the country are good. Busi- 
ness is booming. Munition prosperity, in the event 
01 a war involving this country, should become still 
more prevalent. 





“Abolition of human misery” is to be the keynote 
of the annual national conference of charities and 
correction at Pittsburgh, Pa., next June. Men iden- 
‘ified with the movement seem to have selected a 
big undertaking. 





Under a new law in Kansas, it is a misdemeanor 
to sell, make or smoke a cigarette. American lib- 





erties continue to become less numerous as the 
time passes. They are being transformed into of- 
fenses against law. 





In the British press, the Senate minority which 
recently “kept us out of war,” is denounced as a 
pro-German clique, but the minority members insist 
that they are neither pro-German nor pro-British. 
They are simply pro bono publico, they say. 





Bagdad has been bagged by the British. It is a 
town with a past—4,000 years—and it once had a 
population of 2,000,000. Bagdad is in the has-been 
class, but its capture is regarded as a very satis- 
factory achievement by the Entente people. 





Some people honestly work their way througk 
life. Others get through by scheming, manipulating 
and taking advantage of opportunities. The worker 
does not make so much money as the schemer ac 
cumulates, but his conscience rarely keeps him 
awake at night. 





Eggs are being imported to the United States 
from China. Old-fashioned china eggs were in- 
tended to deceive trusting hens. Those now being 
shipped to the United States are different. They 
are intended to interfere with the hatching of price 
plots by the American egg trust. 





German plotters are certainly artists in their 
business, but they are only human and are prone to 
make blunders. That explains how the United 
States secret service officers were enabled to ex- 
pose the recent melodramatic attempt to align 
Japan and Mexico against the United States. 





On the Yarhola pipe line a pipe-screwing machine 
recently joined two and one-half miles of six-inch 
pipe in nine hours. The machine is driven by the 
power of gasoline and its work in this instance 
constitutes a new record. The man with the tongs 
has lost his grip, to some extent, in that kind of 
work. 





In the news about Mr. Villa there are some dis- 
crepancies. One item reports his death from pneu- 
monia; another indicates that he is visiting in 
Japan; a third tells how he is framing up with Ger- 
man spies; a fourth reports that he sacked the city 
of Durango on Feb. 28 and executed a number of 
Carranzistas. “Veeya” is far from being a dead one. 





Senator Stone and the other dissenters are get-| 
ting no end of unfavorable attention because they | 
tried to convince the public and their fellow-Sena- 
tors that a great nation, occasionally, should be too 
proud to hit back. They happened to be on the up- 
popular side and will have to dodge the brickbats 
with as much grace and dexterity as may be pos- 
sible. 





In speaking of the death of the lamented Michael 
Murphy, a contemporary says he obtained his start 
in the Bingham district in McCain County, Pa., and 
in the Cherry Grove field in Warren County, Cal. 
Cherry Grove happens to be in Warren County, Pa., 
and “McCain” County is McKean County. But the 
tribute paid to the deceased by the contemporary 
was quite correct. 

Announcement is made by a man named Borst, 
in Buffalo, N. Y., that he has discovered a real sub- 
stitute for gasoline. It is not of petroleum or coal, 
he says, and yet it has a kick equal to that of gaso- 
line. Further particulars are awaited with much! 
impatience by several millions of auto owners, who| 
can never be convinced that gasoline makers have | 
any right to charge high prices for their fire-water. 





Because a chiropractor intimated that Oklahoma’s | 
State Senate was susceptible to financial emolu- 
ments, he has been adjudged in contempt by that 
august body’and put in jail. A neutral opinion pre- 
vails in some quarters that the accusation should 
have been beneath the Senate’s contempt. Mean- 
while, the practor in the case casts contemptuous 
glances at the iron bars which environ him and is) 


convinced that he has been treated contemptibly. | 





“|was completed on the Hominy 


WEEKLY REVIEW OF THE FIELDS. 





During the week ending March 10, developments 
in the fields west of the Mississippi were unusually 
interesting, but inclement weather and bad roads 
seriously handicapped operators in the East and 
Central West. The territory at Billings, Noble 
County, Oklahoma, partially redeemed itself by sup- 
plying a 200-barrel well from a sand found at 2,146 
feet. It is reported that the discovery well on the 
Hoover farm is flowing 150 barrels daily. This ter- 
ritory will be thoroughly tested within a short time. 
The Bixby pool, in Tulsa County, reported a well 
starting at 60 barrels an hour and indicating a 
southern extension. A 200-barrel well was com- 
pleted in the Glenn pool, in a sand found at 2,130 
feet. In Kay County, a 700-barrel well in Section 
18-28-1 east appears to indicate an extension of one 
mile to the south. Favorable showings in several 
other outside wells are believed to presage further 
extensions to the producing limits. A “mystery” 
well in Section 34-27-3, Newkirk pool, has aroused 
considerable interest. Among the completions in 
the Inola pool, in Rogers County, was a 250-barrel 
producer. At Wynnewood, in Garvin County, a 
wildcat test is reported to have favorable indica- 
tions at 1,000 feet. A showing in the Wheeler sand, 
in Section 28-19-7, north of the Cushing pool, at- 
tracted considerable attention. A 500-barrel well 
property, in the 
Osage. 

Attention of Kansas operators remains centered 
in the Smock well, in Section 2-27-5, which is drill- 
ing deeper and increasing in production. North of 
El Dorado, a well is reported showing oil at 2,600 
feet.- The largest completion at El Dorado gauged 
150 barrels and at Augusta the best well was re- 
ported at 500 barrels. 


Seven producers and one dry hole were com- 
pleted at Electra, in the Texas Panhandle field. 
The largest of the number was reported at 125 bar- 
rels. Burkburnett furnished eight new wells. 

Although the wildcat test at New Iberia, La., has 
not been put on the beam, it is said to show for 
a 200-barrel producer. Its product tests 24 degrees, 
Baume. A well in the new deep-sand section of the 
Sour Lake pool, started flowing 500 barrels daily 
at a depth of 3,134 feet. The daily production of 
the Gulf Coast field is increasing, due to the com- 
pletions at Goose Creek and the rejuvenation of 
old wells in other pools. 

An advance of 10 cents in the price of Caddo and 
De Soto light oil was a feature of the week in the 
Louisiana field. Two gassers were completed in 
Bossier Parish, one with an estimated output of 
20,000,000 feet. Efforts to find a deeper oil sand 
at Elm Grove, in Bossier Parish, resulted in a 1,500,- 
000-foot gas well at 2,650 feet. Louisiana operators 
are watching Hinds County, in Mississippi, where 
leases are being rapidly taken by a number of-the 
larger operating companies. 

Unfavorable weather and scarcity of pipe hin- 
dered operations in the Central West. Kentucky 
continues the most interesting State, with its wild- 
cat possibilities still increasing. Leasing has lots 
none of its activity and covers dozens of counties 
in various parts of the State. 


Operations in the Eastern fields were practically 
at a standstill during a greater portion of the week, 
owing to a snow blockade. Recent completions in 
Greene, Washington and Allegheny Counties indi- 
cate that new pools or extensions have been found 
and drilling will be rushed in those localities as 
soon as weather permits. West Virginia had only 
gassers and small pumpers to offer. 





MID-CONTINENT PRODUCTION. 





The apparent, estimated production of the fields 
of the Mid-Continent at the close of the past week 
was as follows: Caddo, 23,140 barrels; Electra, 
24,000 barrels; Corsicana light and Thrall, 1,000 
barrels; Kansas, 69,000 barrels; Oklahoma, outside 
of Cushing and Shamrock, 120,000 barrels; Cushing 
and Shamrock, 82,500 barrels; Healdton, 58,000 bar- 
rels; total, 377,640 barrels. 

’ The estimated daily production of heavy-gravity 
oil in the Gulf Coast field was 79,227 barrels; Corsi- 
cana heavy, 500 barrels. 
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TEXAS LAND LAWS NEED REVISION. 





At Austin, Tex., the State Legislature is being 
urged to pass an amendment to the Texas mineral 
land laws, and the provisions of the proposed enact- 
ment contain some excellent changes in statute 
restrictions. Also in the bill are clauses which 
shotild not be permitted to become effective in the 
proposed legislation. One idea incorporated in the 
measure is to force oil producers to pay a fee of 
$2 an acre in addition to royalty, as long as the life 
of a lease endures. This is certainly exacting a 
tribute which should not be demanded. The State 
should not ask for greater compensation than is 
ordinarily expected by a private land owner who 
leases his acreage for oil-development purposes. 

In Section 19 of the proposed law the State Land 
Commissioner is given an almost unlimited discre- 
tionary power in his right to forfeit or cancel an 
oil lease. In the oil business, as in other industries, 
conditions sometimes arise that may hamper the 
operator in his plans and, although he be working 
in good faith to meet all obligations, this result may 
be beyond his reach at the time. This man has 
put money, labor and time into the development of 
the land and he should have some sort of protection, 
under the law, to enable him to retain possession 
of his lease and proceed in due time to accomplish 
his purposes. By endowing a State official with 
discretionary power of too great scope, the oper- 
ator’s interests are placed in jeopardy by the law- 
makers. The Land Commissioner may be a just 
man and he may use his powers in the proper way. 
He may be willing to give an honest prospector a 
chance to make good even after the latter has be- 
come temporarily unable to fulfill all the conditions 
confronting him. On the other hand a narrow- 
minded stickler for official form can cancel the 
lease if the letter of the law is not met in every 
possible particular. Therefore, the proposed amend- 
ments to the Texas land law should specify exactly 
how far a Commissioner may exert his private will 
in the enforcement of the law. The prospector is 
not only serving his own interests in opening up 
undeveloped mineral areas; he is serving the public 
as well. 

He is a promoter of State prosperity and as such 
is entitleg to reasonable consideration and co-oper- 
ation not only on the part of the legislators, but 
also on the part of the general public. 





PROMINENT OIL MEN PASSING OUT. 

During the past few months death has claimed 
a number of the leading men of the oil industry. 
John D. Archbold, head of the Standard Oil Com- 
pany of New Jersey; John J. Carter, for many years 
the head of the Carter Oil Company, and Theodore 
N. Barnsdall, famed in the world of oil and gas, 
were three notable men who were required to 
answer to the inevitable summons. Now Michael 
Murphy, of Philadelphia, joins the silent majority, 
and as the weeks pass, many familiar names are 
found in the lists of recent deaths. The fact is 
being borne in upon the old-time pioneers in the 
oil industry that they are reaching that turn in the 
road where eternity takes the place of time. They 
have had their day and they have rendered good 
accounts of themselves as energetic and aggressive 
men who opened the way to that great source of 
wealth from which now so many are drawing for- 
tunes. The oil business has passed from the uncer- 
tain conditions of early days to those of a solid and 
substantial business in which the most conserva- 
tive can safely invest. The men who have devel- 
oped this great industry are leaving it as a heritage 
of vast potentialities to the generations to come. 





TEMPERATURE AND SPECIFIC GRAVITY. 





Otto C. Owen, a Chicago man, who has practical 
knowledge about gasoline, automobiles and other 
matters, had a heart-to-heart talk with a reporter 
recently, the chief topic being gasoline of inferior 
quality. He said the auto owner should rebuke the 
wayside dealer because the fiery fluid is not up to 
requirements. The complainant said Mr. Owen, 
should tell his troubles to some United States Sen- 
ator. Owen then explained that the Bureau of 
Standards and the Bureau of Mines at Washington 
had lately decided on a reliable standard for de- 
termining the right quality of auto gasoline. The 
present standards are based on specific gravity. 
By mixing light and heavy oils—blending, it is 
called in the trade—almost any specific gravity may 
be had; yet the quality may be very poor—and 
usually is, in these blended motor fuels. 

“The temperatures at which the portions of a 
quality of motor fuel change from a liquid to a gas, 
that is to say, its vaporizing points, are more nearly 
a measure of its availability in an engine than spe- 
cific gravity, and a standard of this kind would be 
of real value to motorists,” said Mr. Owen, who 





insists that if the individual motorist would show 
more interest in the gasoline situation the remedy 
would come sooner. 

Mr. Owen should go farther into the question and 
tell how conditions may be improved by complain- 
ing to United States Senators. Just now the Sena- 
tors, owing to the German menace, have troubles 
of their own. They can’t chase around with chemi- 
cal instruments and ascertain if the aforesaid way- 
side dealer is selling real gasoline, or “something 
just as good.” If a general law on the subject is 
required, the Senators, together with the Repre- 
sentatives, might be able to frame up a bill or two, 
but the statesmen are now too busy to engage in 
the functions of gascline inspectors. 





WATER TROUBLES IN KANSAS. 

In the oil field of Augusta, Kan., there are water 
troubles to vex the minds of oil producers and to 
affect profits. Last week, in The Journal, there was 
an interesting article on the subject from an oil 
engineer, George C. Shallenberger. In the article 
it was shown that plugs driven in Augusta wells to 
shut off water do not always hold the water back. 
There is a pressure behind the water and this 
forces the aqueous fluid up around the plug, thus 
working its way through the porous rock. The 
result is water intrusion where it is very unwelcome 
and where it may ruin wells. 

Mr. Shallenberger, after taking the facts into con- 
sideration, is convinced that “the only way by which 
intrusive waters may be coped with is to tube all 
of the wells down to the bottom of the sand and 
pump the water from the lowest level possible, 
which, if the pump capacity over the field in gen- 
eral is great enough, the wells will eventually pro- 
duce all the oil held in the oil-bearing stratum, and 
unless this manner is adopted the water will gain 
control throughout the field.” 








PETROLEUM CONSERVATION FOR NAVY. 





While there is much to be said in favor of the 
Government’s side of its oil conservation policy, on 
account of preparedness and the like, there is still 
strong opposition and, on good grounds, to the Gov- 
ernment’s methods in the matter. It is difficult to 
convince oil men that they are receiving just treat- 
ment when lands which they have developed at 
their own cost should be taken from them arbitrar- 
ily by the power of the Government. 

Citizens interested in the growth of a community 
are not pleased with the prospect of stagnant con- 
ditions forced upon them by Federal authority. 
When land is withdrawn and operations stopped, 
the localities affected are deprived of industrial and 
business activity required to attract settlers. Pri- 
vate capital is not invested in such districts. Peo- 
ple go to more promising places. That is why so 
much opposition, in addition to that of the oil pro- 
ducers, has been arrayed against the Government’s 
withdrawal methods. 





PETROLEUM TAX BILL IS OPPOSED. 





In addition to other oil legislation, past and pro- 
spective, in the Texas Legislature, is the 2% oil 
tax bill, introduced by Representatives McFarland 
and Bryant. This measure imposes a tax of 2% 
on refined products. The act proposes to change 
the definition of the term “wholesale dealer” so as 
to make the term embrace refiners of petroleum 
who sell to the consumers. The bill is so worded as 
to impose the tax on the gross receipts of the refin- 
ing companies. 

The executive committee of the Houston Cham- 
ber of Commerce is the first commercial organiza- 
tion in the State to go on record as opposing the 
measure. The committee has addressed a memorial 
to the Legislature, setting forth that the imposition 
of the tax will tend to discourage investments in 
the refineries and place a hardship on the present 
plants in operation in Texas, and thus seriously 
affect every branch of the petroleum industry in 
the State. The bill is strongly opposed by various 
interests. 





USE OF FUEL OIL ON RAILWAYS. 





Fuel-oil is being used by quite a number of rail- 
roads to prevent fire losses. In the East, the Dela- 
ware & Hudson road and New York Central are 
using it in their Adirondacks divisions. In Ne- 
braska, the Chicago & Northwestern uses oil through 
the great grain fields. In South Dakota, through 
the vast grain area, the Chicago, Burlington & 
Quincy and the Chicago & Northwestern burn oil, 
and State reports show that since 1914 to date, 
grain and forest fires along the lines mentioned 
have been reduced about 50%, and some estimates 
give even a greater per cent, over coal. 


‘struction * * #* 





ARCHITECTS TO ERECT DERRICKS? 





In the California Legislature, some time ago, was 
introduced a very elaborate bill to regulate the 
erection of all buildings in that State. The main 
purpose behind the proposed legislation was to 
provide for the licensing of architects and to turn 
over the erection of structures to their supervision. 
Section 5 of the bill stipulates: “It shall be unlaw- 
ful for any person, firm or corporation to construct, 
erect, alter, add to, repair or reconstruct any build- 
ing or portion thereof, which is * * * occupied 
in whole or in part by human beings for the pur- 
poses of living, sleeping or assemblage or manufac- 
turing or repairing, whether by machinery or hand, 
for the sale and storage of goods or merchandise, 
or for the pursuit of vocations, whenever such con- 
or reconstruction involves or 
affects the stability or strength of such building, 
unless such construction * * * or reconstruction 
shall have been designed or supervised by a person 
who has complied with all the requirements of this 
act and who holds a certificate to practice archi- 
tecture, or a person who is under the supervision of 
a holder of a certificate to practice architecture.” 

Another clause excepts dwellings for one family 
from the provisions of this act. Other sections of 
the bill provide for examinations for certificates 
and practically limit the persons who can qualify 
for a certificate to architects and employes of archi- 
tects for at least five years. 

It is apparent that if this bill becomes a law 
end is strictly enforced, an oil company can not 
construct a bunkhouse, boiler plant or toolhouse, 
without coming under the provisions of the law and 
employing an architect. In fact, some are inclined 
to believe that an oil derrick would come under the 
provisions of the act. 

An architect might add to the beauty of a boiler 
house or a derrick by introducing some ornamental 
designs, but men who follow the oil game make no 
pretense at aestheticism and would hardly appre- 
ciate the efforts of the beautifiers. Besides, the 
fees wouid add to the high cost of pulling liquid 
grease from the uncertain pay sand. A thing of 
beauty 1: « joy forever, still'there are some other 
items to be taken into account in the pursuit of joy 
besides beauty. 





TAX LEGISLATION KNOCKED OUT. 





In the Oklahoma legislature, last week, another 
attempt was made to change the 3 percent gross 
production tax on oil in this State. R. A. Keller 
introduced two proposed amendments to the Con- 
stitution. Both were adversely reported upon by 
the Senate’s tax and revenue committee. That is 
believed to have been the end of oil tax legislative 
experiments during the present term of the law 
making bodies. 





TO TEST OIL AND GAS BUREAU LAW. 





State Auditor Howard has refused to approve pay- 
ment of salaries of Mine Bureau attaches for oil! 
and gas conservation work in this State because o7 
the passage of a law, some weeks ago, placing that 
work in the hands of a Corporation Commission 
bureau. Payment of the mine inspectors for suc! 
service prior to the passage of the law is granted, 
but for service after the law’s adoption the pay is 
cut off. Chief Inspector Boyle still insists that 1 
and his men have the constitutional right to engage 
in conservation activities in the oil and gas fields. 
and in order to have the matter settled he is appea!- 
ing to the courts. Upon the decision will depen’ 
the status of the contending bureaus, and the oui- 
come will be of much interest. 





SOLIDIFIED GAS FOR AUTOMOBILES. 





From the progressive and somewhat excitabie 
East comes the story of a chemist who has devised 
a scheme whereby gasoline is solidified and mad« 
up into pellets which can be fed to automobiles 
The power concentrated in the pellets is easily pw! 
into action when the carburetor begins to carbure'. 
The pellets drop into the place where the dimini- 
tive explosions occur and the resultant force hits 
the piston so hard that it tries to get away. Of 
course the piston can not escape and comes back 
for a continuation of the knocks which send the 
machinery merrily forward. Liquid gasoline does 
all this, but the inventor of the pellets claims 4 
great saving in money. He also claims that solidi- 
fied petrol is more easily handled than liquid petrol. 
When a person needs a new stock of volatility he 
doesn’t take chances on getting short gallonage at 
the hands of some gay deceiver of a gasoline seller. 
He can buy his pellets by the peck and know what 
he is getting. 
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CONTRACTS IN MARKETING OF OIL. 





In litigation recently started in California against 
the Union Oil Company by independent oil pro- 
ducers who had contracted their oil at figures which 
are now much lower than those of the market, the 
fact is again brought to the attention of observers 
that oil contracts are dangerous things as price 
fixers.. In providing a steady market during de- 
pressed times, contracts are all right for the pro- 
ducer, but when new market conditions develop and 
higher prices prevail, the contract becomes a seri- 
ous detriment to those who have tied up their busi- 
ness by legal agreements. At least that is how the 
matter is regarded in California by men affiliated 
with the Independent Oil Agency. The litigation 
should bring out: some important facts in relation 
te oil-marketing methods in that State. 





HORSES TO LOSE ARTILLERY WORK. 





In the big war doings across the sea, the use of 
gasoline is taking on many new phases. In the 
moving of artillery, horsepower in bygone years 
did the work. Now a tractor is hitched to the gun 
carriage. A driver, having reins in his hands, has 
control over the tractor. He deftly guides the pro- 
pelling device from his seat on the gun carriage. 
Kerosene is the fluid used in driving the tractors. 
The United States army has some of these tractors 
now in use and the number is to be greatly in- 
creased. Still there is plenty of work for the war 
horse to do. The picturesque cavalry requires that 
its members be mounted on well-trained steeds, but 
even the cavalry may yet be provided with a 
mechanical means of transportation. The world is 
giving oil propulsion a great play in these progres- 
sive times. 





WHAT WILL HAPPEN TO THE TANKERS? 





Since President Wilson’s policy to arm American 
ships crossing the German danger zone is to be 
put into effect, oil men are wondering what is to be 
done about oil tankers. Are the petroleum-carrying 
vessels also to be armed? If they are, it is easy 
to imagine how attractive they will become for Ger- 
man submarine torpedo shooters. The number of 
oil-ship disasters will be greatly increased. And 
if open warfare is precipitated between this coun- 
try and the Teutonic powers, oil shipments will be- 
come still more hazardous. These conditions will 
mean a falling off in petroleum exports until such 
time as the submarines are no longer to be regarded 
as a commercial menace. 





POSSIBLE OIL FIELD IN MARYLAND. 





James E .Nevin, of Youngstown, O., who is skilled 
io oil and gas matters, has been making observa- 
tions, geological and otherwise, along the eastern 
shore of Maryland and in the lower counties of that 
State and is convinced that a great oil and gas field 
is located there. For two years his investigations 
have proceeded and so convinced is he as to the 
oil and gas possibilities of the region that some- 
thing tangible is likely to result. It is understood 
that the district is to be tested. Nevin expresses 
the view that another great field like that of the 
Mid-Continent awaits the drill on Maryland’s east- 
ern shore, 





STEWART MANAGEMENT IS ENDORSED. 





Advices from Los Angeles, Cal., indicate that the 
Stewart management has been sustained by votes 
of the stockholders of the Union Oil Company of 
California. W. A. Andrews, of the company’s law 
department says: 

“The Garrigues-Blinn faction went down to de- 
feat on Tuesday in its effort to overthrow the 
Stewart management and secure control of the 
V“nion Oil Company. The stockholders vindicated 
the management by re-electing every director who 
was attacked by the Garrigues contingent. 

“Nine directors known to suport the management 

‘Lyman Stewart, W. L. Stewart, E. W. Clark, 
Alexander Sclater, Wiliam A. Staats, Frank C. Bolt, 
A. P. Johnson, W. W. Orcutt and R. D. Mathews— 
48 against one lone insurgent, John Garrigues and 
one neutral, G. E. Newlin, not unfriendly to the 
management. This is a handsome indorsement of 
the Stewart management and a corresponding de- 
feat to the faction attacking that management.” 

There has been a lively wrangle in the affairs of 
the Union and sensational insinuations and charges 
have been exploited with much zeal and energy by 
the contending factions. The result of the stock- 
holders’ voting contest should restore peace and 
terminate an undesirable situation. 





MORE THAN $10,000 PER DOLLAR. 





From New Healdton, Okla., comes a short story 
about big profits. It is not stretched out into an 
elaborate narrative and is not touched up with any 
literary adornments. Here it is: 

What is doubtless the greatest percentage of 
profit ever realized on an investment in Okla- 
homa was made by Wirt Franklin, Samuel A. 
Apple and Judge J. W. Harreld in the Healdton 
oil field. These men paid $25 for a lease on 
100 acres of land in Section 9-4-3 and sold it 
recently to the Sinclair Gulf Oil Company at a 
price which brought them a little more than 
$10,000 for every $1 invested. 

That sort of profit is about all that could be de- 
sired, even by the celebrated financier of fiction 
known as Mr. Wallingford, and it makes that AI- 
ladin’s lamp stuff look like a joke. It is wonderful 
because it really happened and is not a creation of 
somebody’s mind. 





REFINED OIL FOR EXPORT HIGHER. 





Last ‘week announcement was made of an ad- 
vance in the price of refined oil for export, by the 
Standard Oil Company of New York, of 4 cent 
per gallon, all grades and packages. 





CONSERVATION IN WEST VIRGINIA. 





Gov. Cornwell, of West Virginia, who took the 
oath of office on March 5, is being urged to have 
a special session of the State Legislature take up 
the natural gas conservation movement and enact 
a law on the subject, to carry out the purposes of 
the movement’s promoters. Manufacturers and 
other business men have held conferences and are 
greatly interested in the project. Owing to the 
failure to get a bill through the Legislature last 
month, much disappointment was felt over the mat- 
ter and now a new effort is to be put forth. One 
of the principal propositions in connection with the 
matter is to prevent the piping of natural gas out 
of the State. 





PRICE RUMOR DENIAL BY. TEXAS. 





Officials of The Texas Company strongly deny the 
published report that the corporation has increased 
the price of gasoline one cent a gallon throughout 
its territory. The report is erroneous. 





MONEY AVAILABLE FOR DIVIDENDS. 





Through its annual report for 1915, the California 
Petroleum Corporation makes known teh fact that 
it has had a prosperous year. It now has available 
for dividends the sum of $996,174 on its preferred 
stock, equal to 8% on $12,343,000 preferred stock 
outstanding. This compares with $537,127 the pre- 
ceding year. The surplus remaining from 1916 
profits after dividend was $318,227, which, added to 
the previous surplus, gave a total surplus of $579,- 
978. Since Jan. 1, 1913, the company has charged 
off $2,300,000 for depreciation and exhaustion of 
oil deposits. On Dec. 31, 1916, the eompany had 
135,000 barrels of oil carried on its books at 40 
cents a barrel, which is below the market value. 





BUT LITTLE SELLING OF OIL LAND. 





According to a Pittsburgh dispatch, but little oil 
property is being sold at present in Pennsylvania, 
Ohio or West Virginia districts. There are prop- 
erties for sale, but the figures are very high. In a 
recent deal in Southeastern Ohio, $2,000 a barrel 
was paid for old production. 





STANDARD COMPANY OF INDIANA. 





Recent market information contains an item inti- 
mating that stockholders of the Standard Oil Com- 
pany of Indiana are anticipating a 233 1-3% divi- 
dend, absorbing the full $70,000,000 new stock. They 
also expect that the company will put $14,000,000 
into the Burton process, making total assets $100,- 
000,000. The stockholders have adopted an amend- 
ment to the charter, permitting the acquisition of 
lands for the production of crude oil, to lay pipe 
lines and purchase tank steamers. 





EXTRA DIVIDEND BY COSDEN O. & G. 





As a result of increased production profits, the 
Cosden Oil & Gas Company, of this city, has de- 
clared a dividend of 21%2% and an extra dividend of 
24%%%, payable March 26 to stockholders of record 
March 14, This dividend compares with 3%% paid 
the last quarter. Cosden Oil is booming and extra 
dividends are expected, at intervals, by its stock- 
holders. 





NOW HAS PETROLEUM TO SELL. 





Vivian Melton dug a water well on a place which 
he purchased midway between Wilson and New 
Healdton, Okla. He obtained a good supply of water 
and this he sold to teamsters at the rate of five 
cents per drink when horses were given needed 
alleviation of thirst. Melton made money as there 
were many teams to be provided for. Later the oil 
boom pushed its way into Melton’s neighborhood 
and there are three producing wells on his property 
now. He is selling oil instead of water at present. 





PROGRESS IN DOHERTY COMMUNITIES. 





In a publication issued in the interest of the 
Doherty enterprises is an article telling how pros- 
perous are those communities that have public util- 
ities under the Doherty control. Facts and figures 
are cited to show that Doherty interests are really 
promoters of prosperity. Still the Kansas Utilities 
Commission, and some other doubters in that State, 
are prone to ask questions and hesitate about let- 
ting Doherty prices for natural gas go through 
without a revision downward. 





DISCOVERY OF OIL IN PHILIPPINES. 





Oil fields greater in extent than any ever known 
in the Philippines and rich beyond computation 
have been discovered in the districts surrounding 
Lake Lanao, in the southern island, and the tale of 
the find, spreading like wildfire, has caused a rush 
to the region which can only be compared to the 
mad scramble which followed the announcement of 
the gold to be had in the Klondike, says the Manila 
Times. 

The story of how the oil was discovered is ap- 
propriately romantic. It appears a party of camp- 
ers in Mindanao made a fire to cook supper on a 
spot that happened to be just over the seepage from 
one of the hidden pools of mineral oil. To their 
astonishment, after their wood had burned to ashes, 
the blaze still kept up, as if the ground were afire. 
Then followed the discovery. 





COAL-MINING INTERESTS AFFECTED. 





Kansas Natural Gas at 28 cents a thousand is not 
relished by the coal producers of that State. It 
means a killing competition for coal as fuel and is 
seriously detrimental to the interests of the coal- 
mining concerns, so the Kansas City Journal asserts. 





LEGAL TITLE TO INDIAN LANDS. 





Since a decision by the Supreme Court of the 
United States, in the Gannon-Johnston case, was 
announced at Washington, recently, an idea has pre- 
vailed that titles to Indian lands in the Indian Ter- 
ritory portion of Oklahoma were seriously affected, 
if not wholly destroyed. Attorney H. D. Ledbetter, 
of Ardmore, one of the attorneys in the case, was 
interviewed on this subject during the past week 
and refuted statements that had been made as to the 
decision. He said that the decision did not destroy 
all titles. A decision on the same question had 
previously been rendered by the Oklahoma Supreme 
Court and following this, certain legal defects had 
been remedied by regularly recorded deeds. Ac- 
cording to reports printed, land valued at $50,000,000 
was involved. This is all a false alarm, according 
to Mr. Ledbetter. 





WHITE DENIES PURE OIL OPTION. 





Last week The Journal published a dispatch from 
Pittsburgh, Pa., which announced the sale of the 
Pure Oil Company to the Doherty interests. The 
information was apparently authentic and the same 
announcement was printed in many newspapers. A 
dispatch from Oklahoma City of like character also 
was published. 

Subsequent developments show that these reports 
were erroneous. Pure Oil Company officials have 
had little to say about the matter, but on Monday 
last it became known that the company’s holdings 
had not been sold. An option, on the contrary, it is 
reported, had been obtained by P. J. White, formerly 
a Tulsa banker and oil man and for years a member 
of the prosperous oil firm of White & Sinclair. Mr. 
White, it was announced, had paid $50,000 cash for 
the option and it was stated that he represented 
powerful Eastern interests whose resources are fig- 
ured at $200,000,000. It was not made known just 
who composed the “interests” and, as is customary 
in such cases, much conjecture was indulged in by 
trade guessers as to the parties’ identity. 

The Journal sent a query to Mr. White on Tues- 
day, who was then in New York. His reply was: 
“Have no statement to make. Rumor is without 
foundation.” 

Further than this no information was offered. 
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MEN KNOWN IN OILDOM | 








J. E. HUFF 


J. Eugene Huff, a popular oil man, was born in 
Napanee, Canada, in 1877. During the year follow- 
ing, his parents, Mr. and Mrs. John Huff, moved to 
Bradford, Pa., where the subject of this sketch 
passed his boyhood days, meanwhile attending the 
local schools. The elder Mr. Huff was a drillin 
contractor and on wells drilled by him his son be- 
came a skilful well worker. When operations in 
the Bradford field ceased to be active, Eugene fol- 
lowed the oil trend to the Ohio field and there, in 
the Cygnet district, he became engaged in the busi- 
ness of drilling contractor for the Hazelwood Oil 
Company. He was busy there for a period and 
then went to West Virginia, where he continued 
the contracting business. 

Later, he was located at Pittsburgh, Pa., and from 
there he came to the Mid-Continent oil field when 
this region first became a booming oil country. He 
continued his connection with the business and 
about 10 years ago became identified with the pro- 
ducing end of it, which he has since successfully 
followed. His operations are now chiefly in the 
Tulsa district. His home is at Muskogee, Okla., 
but he is about to locate in Tulsa permanently, 
having erected a fine residence here. 

Mr. Huff was joined in marriage in 1909 with Miss 
Marie Gest, of St. Louis, Mo. 





Personal Paragraphs 





Nat E. Harris, a Tulsa oil man, has returned 
from a trip to Pennsylvania. “ 
a * * 

Will E. Davidson, of the Belasco Oil Company, 
with Sapulpa headquarters, was a business visitor 

in Tulsa on Monday. 
ca * * 

A. J. Bond, a prominent business man of Brad- 
ford, Pa., and interested in oil to a large extent, is 
a late arrival in Tulsa. 

om a * 

Charles Mercer, of Tulsa, has gone to the El 
Dorado field, in Kansas, to attend to interests of 
the Gypsy Oil Company. 

ca oa oa 

H. A. Forman, a Buffalo (N. Y.) oil man, who is 
largely interested in the Mid-Continent fields, ar- 
rived in Tulsa during the week. 


* * * e 


A. C. Holmes and family, of Okmulgee, Okla., 
have become residents of Tulsa. Mr. Holmes is 
with the American Refining Company here. 

oe * ok 


R. W. Morrison, of Andes Oil Company, St. Louis, 
Mo., has arrived here on a business visit. He is 
associated with H. J. Hoppel, a Tulsa oil producer. 

a * * 

Fount Crabtree, a lease man, who is well known 
in the Mid-Continent regions, has been quite ill at 
Muskogee, Okla. He is a sufferer from pneumonia. 





J. H. Nightengale, former Labor Commissioner of 
West Virginia, has arrived in Tulsa and is visiting 
relatives. He may remain here and engage in the 
oil business. 

* * cg 

W. F. Scott, of the Scott Oil & Gas Company, and 
a resident of Kansas City, was a Tulsa visitor last 
Friday. His company has production in the Kelly- 
ville district. 

cs ok ea 

R. M. McFarlin, one of the most successful oil 
men in the nation, has returned from a visit to 
Oklahoma City, where he was in attendance at a 
live stock show. 

* * * 

Thomas J. McKinney, of the Petroleum Iron 
Works, Titusville, Pa., son of J. C. McKinney, wide- 
ly known in connection with oil affairs, is in Tulsa 
on a business trip. 

a ok * 

P. W. Thirtie has been appointed general auditor 
for the Sinclair Oil & Refining Corporation, with 
headquarters in New York City. He left here last 
week to enter upon his duties. 

* * * 


John F. Campbell, prominent in oil affairs in 
Pennsylvania and elsewhere, has arrived in Tulsa, 
from Warren, Pa. He is accompanied by David 
Beatty, Jr., also a Warren oil man. 

* * * 

J. E. Haskell, a veteral Pennsylvania oil operator, 
accompanied by his wife, is visiting in Oklahoma. 
Mr. and Mrs. Haskell are guests of their daughter, 
Mrs. Herbert Straight, of Bartlesville. 

* ok cs 


W. L. Russell and wife, of‘ Lima, O., were in 
Tulsa last week, en route to San Antonio, Tex. 
Here they were joined by a party of Tulsa friends, 
who went with them to the Texas town. 

* * * 

George E. Tinker, of Pawhuska, Okla., was in 
Tulsa Monday, having just arrived from Arkansas. 
He says that nothing new in Osage oil land arrange- 
ments is to be reported from the Osage capital. 

* * * 

Horace G. James arrived in Tulsa from Kansas 
City, on Monday. He recently returned from a 
most enjoyable trip to the Hawaiian Islands, accom- 
panied by his wife. Mr. James is now in the oil- 
refining business at Kansas City. 

* co * 

F. H. Yost, famed as a former football gladiator 
and now a full-fledged oil man, arrived in Tulsa last 
week from Kentucky, where he has leased an im- 
mense acreage of prospective oil territory. He 
went from here to Wichita, Kan. 

* ak * 


L. P. Clark, who some time ago sold his oil inter- 
ests in Chautauqua County, Kansas, for an immense 
sum, was here during the week, accompanied by his 
partner, C. O. Ross. It is understood that he ex- 
pects to permanently reside in this city. 

* cS ak 

George O. Baird, head of the land department of 
the Standard Oil Company of Louisiana, was in 
Tulsa on Thursday of last week. On his return to 
Shreveport, La., Mr. Baird was accompanied by 
C. E. Strouvelle, of the Savoy Oil Company. 

* * * 


W. J. Flescher returned to Tulsa last week from 
a trip to Tampico, Mexico. He reports that condi- 
tions are still greatly disturbed in the regions out- 
side Tampico and peace fails to materialize in the 
manner that has been hoped for by oil men inter- 
ested there. 

* * ce 

J. E. Head, who recently returned from a South- 
ern trip, says the well in which former Governor 
Haskell is interested near Birmingham, Ala., is 
making a better showing than it has been expected 
to make and may lead to important developments 
thereabouts. 

* ok of 

William L. Myers, of Shawnee, Okla., has re- 
turned from a trip to his old home at Oil City, Pa., 
his first visit there in 11 years. Mr. Myers, who 
is an oil operator, had been called to Indiana on 
account of the death of a relative, and from there 
he went on to Oil City. 

* * 

W. L. Curtis has returned from a vacation trip 
to the Hawaiign Islands. Mr. Curtis did not long 
remain in the romantic regions of flowers and 
stringed musical instruments, but enjoyed every 
minute of his sojourn there. Negotiations for the 
sale of the Pure Oil Company greatly interested 
him on returning to the United States. 

ok * co 


W. L. Russell, the man who opened the Glen 
Mary oil pool in Tennessee, arrived in Tulsa last 
week and was the recipient of many congratulations 
on his’ good fortune. Mr. Russell’s first “hunch” 
as to the possibilities of striking oil at Glen Mary 





was due to a geological report. He and his brother 
have large acreage in the district and operations 
are brisk. 
* co ak 
A. J. Lewis and Arthur Lewis, of New York, were 
here during the past week and, with Charles Barof, 
of Tulsa, proceeded to El Dorado, Kan., to see A. 
M. Appleman, the oil man, who sustained serious 
injury at a well in that district recently. Mr. Apple- 
man’s skull was fractured when a piece of metal 
struck him, accidentally, on the head. He is slowly 
recovering. 
Ae 
Alex. McDonell, well-known oil man, has returned 
to Tulsa from a trip to California. Mr. McDonell 
says that operations in California are delayed by 
the inability of operators to secure casing. Prices 
of pipe are soaring and in many instances are pro- 
hibitive, as far as the smaller producers are con- 
cerned. The California field, in, Mr. McDonell’s 
opinion, is quite well defined. 
e * a ok 
P. E. McGee, formerly. vice president of the Hill 
Oil & Gas Company, is in Tulsa, having recently 
arrived from California. He expects to remain 
here in the future. Mr. McGee was one of the men 
who profited largely by the success of the Hill 
company and when the properties of the concern 
were sold for an immense sum of money, his share 
of the proceeds was of big proportions. 
oS * * 


Eugene M. Solow, of Tulsa, an 18-year-old youth, 
has applied before a local court for majority rights 
to do business on his own account. When he was 
16 years old he bought an interest in a lease for 
$25 and has accumulated, by his own efforts in two 
years, $12,000. He therefore desires to have the 
same business rights that are possessed by young 
men who have reached the age of 21 years. 

* * * 

D. L. Mahoney, of Boston, Mass., has come to 
Oklahoma from the center of Eastern refinement 
and will engage in the oil business. He is a twin 
brother of Robert Mahoney, the popular scout of 
the Prairie Oil & Gas Company, who recently left 
Tulsa for service in the Healdton field. The man 
from the East so closely resembles his brother that 
strangers can not readily decide who is who when 
both are present. 

* * * 

Captain G. K. James, formerly prominent in the 
National Guard of Pennsylvania, a resident of Oil 
City, in that State, and secretary of the American 
Railway Appliance Company, arrived in Tulsa on 
Tuesday and is attending to business matters here. 
The appliance company manufactures pumping pow- 
ers and other machinery of use on oil wells and 
intends to connect up with many orders in the shal- 
low-sand districts of the Mid-Continent fields. 

co * * 


R. W. Carroll, well-known oil man, writes to The 
Journal from Barboursville, Ky., that oil-field oper- 
ations there promise to become very active when 
weather conditions improve, in the spring. “There 
is the best chance for making money here on small 
investments that I have seen in many years, in any 
of the oil fields,” Mr. Carroll says. His brother, 
Ion Carroll, is located in Barbousville and is in the 
oil business there very actively. Reuben Carroll, 
deceased, father of the men mentioned, built the 
first refinery and laid the first pipe line south of 
Mason & Dixon’s line many years ago. 

* * * 


James E. Roderick, of Hazelton, Pa., chief of the 
State Mining Department of Pennsylvania, is a vis- 
itor in Oklahoma. He is accompanied by W. H. 
Davies, superintendent of the Lehigh division of 
the Lehigh Valley Coal Company, Hazelton, Pa.; 
Dr. W. A. Lathrop, leading surgeon and superin- 
tendent of the Hazelton Hospital, and George Guil- 
land, member of the firm of A. B. Bennesch & Co., 
New York. The chief object of the visitors was to 
look over certain oil properties in which they are 
interested financially. They were in Okmulgee last 
week and also visited Tulsa and other places cf 
interest. 

> "Mae ee 

J. B. Levy, of Tuisa, has returned from Boston, 
Mass., after completing a deal whereby the Homa 
Oil Company, of Maine, purchased and merged the 
Carden Oil Company, the latter to be the producing 
end of the concern in Oklahoma. Mr. Levy will be 
its general manager. Properties taken over by the 
Homa include 960 acres in the Mound Valley dis- 
trict, with a daily production of 300 barrels from 
three wells. Three wells are drilling. In addition, 
it has 50,000 acres under lease in Oklahoma and 
Kansas, all favorably located. The Homa Oil Com- 
pany also owns the Gab Oil Company, the Walter 
Oil Company and the Marion Oil Company, all of 
this State. Mr. Levy is a director in the big com- 
pany, which is capitalized at $1,500,000. Its annual 
dividends have been 12%, 
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Oil and Gas News Condensed 





Never in the history of Texas has there been so 
much field activity in the oil business as at present. 

Over 1,000,000 acres of land in Wyoming were 
taken in January, this year, by settlers under a new 
homestead law. 

Chattanooga, Tenn., has a $50,000 oil concern, the 
Southeastern Oil Company, to deal in kerosene and 
gasoline on a large scale. 

At Herefore, Tex., there is a big gusher which 
throws out of the earth 1,800 gallons of fluid per 
minute. It is a water well. 

In order to regulate the oil business at home and 
in the war regions, the British Government has or- 
ganized a petroleum department. 

Midwest Refining Company’s report for 1916 in- 
dicates earnings on its $19,336,000 of capital stock 
at the rate of more than 50 per cent. 

Edward Estey, a rig builder, was arrested near 
El Dorado, Kan., last week on a charge of having 
stolen a Ford car from Bartlesville, Okla. 

St. Joseph (Mo.) men have organized the Bins- 
wanger Oil & Gas Company, with capital of $32,000, 
and will engage in operations in ‘the Yale field, 
Oklahoma. 

Recent reports indicate that the tank steamer 
Gulf Leaf, loaded by the Union Petroleum Com- 
pany, has successfully run the blockade of sub- 
marines and arrived at Bordeaux, France, safely. 

Oklahoma individuals and companies ho!ding five- 
vear oil and gas leases on State schoo! lands, last 
week failed in the plan to have the legislature at 
Oklahoma City, make the producing leases perma- 
nent. 

Much interest is taken in a deep test 12 miles 
southeast of Guthrie, Okla., by E. R. McGinley and 
associates. Oil is the thing sought and many 
people living in the vicinity anticipate the opening 
of a new pool. 

In the Arkansas gas field the Bermont Company 
has had considerable difficulty in mudding off the 
gas flow in a well which was recently drilled in at 
a depth of 3,300 feet. The well is rated as a 40,000,- 
000-foot gasser. 


Ruth Jones has filed suit against W. L. Hudson 
and others in the Superior Court of Tulsa County, 
her object being to secure possession of valuable 
oil properties and to obtain $5,000 alleged to have 
accrued from oil royalty. 


Franklin (Pa.) capitalists have had incorporated 
under the laws of Delaware, the Sylvania Produc- 
ing Company, capitalized at $100,000. The company 
will operate in Ohio and West Virginia and its head 
offices are to be in Franklin. 


President Cowan of the Standard Oil Company 
of Indiana, states that his company has not engaged 
in negotiations for the purchase of the Midwest Re- 
fining Company. Erroneous reports concerning the 
matter had been in circulation. 


Licensed officers on the Gargoyle, the Vacuum Oil 
Company’s tanker which recently braved the perils 
of the submarine zone, en route east, have had their 
lives insured by the company for the benefit of their 
families, in the event of death. 


Jacob W. Mettler, of Chicago, has patented a 
process of refining petroleum which differs radi- 
cally from the “cracking” processes so widely dis- 
cussed. It is strictly a gasoline-making method and 
Mettler claims big results from it. 


Dunn-Luce Oil & Gas Syndicate, including among 
its incorporators K. C. Dunn and C. F. Luce, has 
established headquarters in Kansas City and opened 
offices in the Commerce Building. The company 
has holdings in Osage County, Kan. 


In order to ascertain if the natural gas used in 
Buffalo, N. Y., contains the proper heat potentialities, 
the city council of that place has authorized a test 
by the city chemist. It has been asserted that the 
gas is lacking in heat-producing qualities. 

California Petroleum Corporation in its annual 
report for 1916 shows $995,174 available for divi- 
dends on the preferred stock, equal to 8 per cent 
on the $12,343,000 preferred stock outstanding. This 
compares with $537,127 the preseding year. 

In 1915 the Illinois Geological Survey reported 
favorably on prospects of oil or gas near Carlin, 
that State. Lately, gas was struck there. The 
Staunton gas field, 12 miles distant, was in like man- 
ner reported on by the State Survey in 1914. 

In Chicago a big real estate transaction was re- 
corded recently when the Standard Oil Company 
bought the Karpen Building at a cost of $3,500,000. 
It is said that seven stories are to be added to the 
structure. It will be used for offices, largely. 


Latest prognostications regarding the length of 





time in which oil is to be produced in the United 
States, fix a sliding estimate of from 25 to 50 years. 
A Healdton oil man says the oil rocks in that sec- 
tion of Oklahoma will not be drained in a century. 


Miss Kate Bernard, Oklahoma’s first Commis- 
sioner of Charities, has acquired oil land in Southern 
Oklahoma and intends to use profits from prospec- 


tive oil wells in works of charity. She intends to 


establish a home for indigent people at Oklahoma 
City. 

A. C. Cronin, an oil man of Oklahoma, accom- 
panied by Bruce Dennis, an Oregon newspaper man, 
are on their way to Alaska to investigate oil possi- 
bilities in Katalia distict. It, is said that Cronin 
and Dennis have obtained control of some holdings 
there. 


When a flowing well was struck near Harrisburg, 
Ill., last week, there was much excitement. Oil 
spread about on the ground, filling ditches and gul- 
leys. Guards were placed around the well to pre- 
vent tobacco smokers from getting too close to the 
oil and gas. 


At Cincinnatti, Ohio, Coroner Bauer, after inves- 
tigating a recent gasoline explosion which resulted 
in four deaths, reports that the victims had neg- 
lected to open safety vents for the elimination of 
fumes in a drying oven at the auto plant where the 
disaster occurred. 


Chicago capitalists are investing heavily in 
Healdton natural gas business and have taken over 
a gas company at Ardmore in addition to other sim- 
ilar concerns in that part of the State. The Chi- 
cagoans have purchased for $800,000 the Ardmore 
Ice, Light & Power Company. 


In a report of the Indian Refining Company earn- 
ings for the year ending Dec. 31, 1916, a net income 
is shown of $2,771,774, as against $790,793 in the 
previous year. The profit and loss surplus on Dec. 
31 last, was $85,451, as against a deficit at the close 
of the previous year of $2,686,322. é 


Hearing in the great suit of the United States 
Government against the Southern Pacific Railroad 
Company and the Commercial Petroleum Company 
was recently resumed at Los Angeles, Cal. The 
latter corporation is a marketing company and not 
a subsidiary of the Southern Pacific. 


Two-hour service between Wichita and Augusta, 
Kan., via the gasoline route on the Frisco Railroad, 
probably will be one of the changes in the new time 
card. The road is contemplating placing in service 
a gasoline car for passenger and freight traffic to 
and from Wichita and the oil fields of Augusta. 


Phillipps Gas & Oil Company of Butler, Pa., has 
been granted permission by the Pennsylvania Pub- 
lic Service Commission to merge its interests with 
those of the Independent Natural. Gas Company. 
The Independent company has: been in existence 
at Butler 25 years. Now its offices are closed. 


All industries in the Wheeling district depending 
entirely upon natural gas for operating purposes 
were forced to shut down recently because of an- 
other shortage of gas, the fourth serious one of the 
winter. Field trouble in the gas-producing region 
around Hundred, W. Va., is partly responsible. 


At Peoria, Ill., capitalists of that city, St. Louis 
and Chicago, have incorporated the Alabama Oil 
& Development Company, to drill for of in the 
Mobile, Ala. district. The capital is $355,000. The 
principal incorporators are U. G. Swartz of Peoria, 
J. M. Helvieof St. Louis and C. A. Nicoll of Chicago. 

Beasley, Stein & Muselman, who have production 
near South Coffeyville, Kan., have let a contract 
for the erection of a casinghead gasoline plant on 
their lease and as soon as possible will begin the 
utilization of 800,000 feet of gas developed on their 
lease. They state that the gas is very rich in gas- 
oline. 


According to New York reports, the Sinclair Oil 
& Refining Corporation has bought out the Tampico 
Fuel Oil Corporation, which has a large refinery in 
New Orleans, 500 cars, 17 ocean-going ships and a 
fleet of barges and river vessels. The acquisition 
was financed by an exchange of securities, the re- 
ports state. 


John Newbert, in the Nowata County (Okla.) 
court, has begun a damage suit for $3,475 against 
the Gulf Pipe Line Company because of personal 
injuries sustained while employed by that corpora- 
tion. A piece of steel struck him in the eye while 
he was at work. He alleges that the tools used 
were defective. 

Complaint has been filed by the City of Erie, Pa., 
before the Pennsylvania Public Service Commission 
against the Pensylvania Gas Company, to the effect 
that the company has failed to provide many house- 
holders with a sufficient supply of gas for domestic 
purposes during the winter. The City also charges 
that the rates are excessive. 


At Cheyenne, Wyo., the Sunset Oil Company, 





capitalized at $1,000,000, has been incorporated. A. 
A. Spaugh is its president. He has made a fortune 
in cattle and is now playing the oil game on a large 
scale. Mr. Spaugh has 10 sections of land to oper- 
ate in the Glen Rock and Cole Creek fields, Wyo- 
ming. Elsewhere the company has other holdings. 

Colorado’s State oil inspector in his report to the 
Governor, states that during 1915 and 1916 there 
were inspected 45,867,605 gallons of gasoline and 
refined. oil, as compared to 29,250,481 gallons for 
the two preceding years. In revenues this meant 
an increase from $29,250.44 to $45,867.60 in the 
biennial period, the inspection fee being one mill 
a gallon 

Injunction suits against four additional com- 
panies in California to enjoin them from taking oil 
from certain lands in the State have been filed by 
the Government in the United States District Court 
there. The defendant companies are the Honolulu 
Consolidated Oil Company, the Southern California 
Gas Company, the Midway Oil Company and the 
Standard Oil Company. 

In 1906 an oil seepage was found on the west 
slope of Mount Olympus, Washington. Drilling op- 
erations followed in later years and oil in small 
quantities was found. The oil congeals at a tem- 
perature of 65 degrees. It is 25% gasoline, 45% 
lubricating oil and the remainder can be made into 
kerosene excepting 3% residue. Interest has been 
revived in the district and there will be some drill- 
ing done. 

Mortgage has been filed to cover a $500,000 bond 
issue at Parkersburg, W. Va., by the Southern Oil 
Company and is made to the Olean (N. Y.) Trust 
Company, with the Exchange National Bank of 
New Orleans as depository. The properties of the 
company are located in Pennsylvania, West Virginia 
and Ohio. The mortgage details are given in 176 
pages of typewritten matter, describing hundreds 
of leases, etc. 

As a result of the failure of the United States 
Government to take an appeal from the decision of 
the Federal Court of Appeals upholding the legality 
of the claims of the Grass Creek Oil & Gas Com- 
pany to 1,580 acres in the Grass Creek field, Wyo- 
ming, it is expected that the company will obtain 
about $50,000 in cash which has been held in escrow 
pending the final adjudication of the suit and will 
make a distrbution of the money as an initial divi- 
dend. 





Useful Lives Are Ended 


Charles A. Turner, aged 68 years, died at his 
home in Olean, N. Y., March 3. He was superin- 
tendent of the Keystone Gas Company and for 40 
years had been connected with that corporation. 

Allen W. Patterson, aged 47 years, died at Bruin, 
Butler County, Pa., Dec. 2, of pneumonia. He was 
a well-known operator in the Butler field and is 
survived by his father, two half-brothers and two 
half-sisters. 

Joseph Cunningham, 69 years of age, died at the 
Bradford (Pa.) Hospital, March 5. He had been a 
resident of Bradford since 1880, and prior to that 
time had been located in Millerstown, Pa. He was 
a lawyer of ability and widely known in the oil 
country. 


F. W. Redfield, 63 years old, employed as a driller 
by the Southwest Oil Company on a lease near 
Shamrock, Okla., died of pneumonia, March 7. The 
body was shipped to Titusville, Pa., the former 
home of the deceased, for burial. His wife and nine 
children survive. 

Austin W. Merrick, 76 years of age, died at his 
home in Corry, Pa., March 3. In the days when 
Shamurg, Pa., was noted as an oil town he was 
postmaster there and was known to many oil men. 
He was a veteran of the Civil War. Two sons and 
two daughters survive. 


W. W. Taylor, an employe of the Buena Fe Oil 
Company, was the victim of a gun accident at his 
home, near Taft, Cal., March 4. He was handling 
a rifle when the weapon was accidentally dis- 
charged, the bullet lodging in his body and causing 
immediate death. He had long been engaged in 
the oil industry and was well known in the Cali- 
fornia fields. Deceased is survived by his wife, 
three sons and one daughter. 

John J. Sullivan, aged 61 years, died suddenly at 
his home in Fremont, O., March 1. The. man, with 
his wife, had been at an entertainment and on re- 
turning to his house, apparently in good health, lit- 
erally dropped dead. For 40 years he had been in 
the service of the Standard Oil Company and sub- 
sidiaries, as a gauger. Before locating in Ohio he 
was employed in the Tuna district, near Bradford, 
Pa. He had been on the Standard’s list of retired 
employes since April, 1916, 
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Let Us Help Solve Your 
Pumping Unit Problems 


HAVING designed and built the equipment that is pumping a 

large percentage of the oil and gas produced in this country 
during the past 37 years, we can be of real service in suggesting 
pumps and engines that will meet your requirements most effici- 
ently and economically. You know the conditions that you have to 
meet, and we know the kind and size of equipment that will insure, 
under those conditions, adequate, dependable power that will result 
in maximum output at minimum production cost. 


HE illustration is of one of 

our DIESEL Type Oil En- 
gines, built in units of from 50 
H.P. up. This Diesel Engine 
will run on any low grade crude 
oil—there is no explosion and 
therefore no _ vibration — the 
stroke is powerful, smooth and 
unrestrained, meaning long life 
to the engine and minimum 
upkeep. In many cases a Diesel Engine and one of our ‘Hori- 
zontal Duplex Power Pumps makes the ideal pipe-line pumping unit. 





Tell us something of your conditions and we will 
send promptly our Descriptive Bulletins, with sug- 
gestions that will be of value. Address Dept. “‘K”’. 


NATIONAL TRANSIT 


PUMP AND MACHINE COMPANY 


; Main offices and factories, OIL CITY, PA. 
District Offices in NEW YORK, PHILADELPHIA, PITTSBURGH, KANSAS CITY 
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The first statement of this institution, issued on Feb. 9, 1910, 
while the present statement shows 


The best evidence of the proper conduct of a business is the 
confidence and esteem in which it is held by the public. 

We feel that the substantial growth of our business as shown 
is a gratifying testimonial to the fair dealing 
and progressive methods of our institution. 


CAPITAL, SURPLUS AND PROFITS, $1,150,000.00 
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Oklahoma-Kansas Fields 


By H. W. WHITNEY 


ANOTHER WELL AT BILLINGS. 





Billings, in Noble County, Okla., is 
again to the front with another producer, 
the property of the Mid-Co Petroleum Co., 
which drilled in the discovery well on the 
Hoover structure a few months ago. The 
new well is located on the Harbison farm, 
in the northeast corner of the northwest 
quarter of the southwest quarter of Sec- 
tion 22-23-2 west, and is rated good for 
200 bbls. a day. The first showing of oil 
was struck at 2,020 feet, which was passed 
through at 2,035 feet. A gas sand was 
found from 2,117 to 2,120 feet and the bit 
then passed into another oil sand at 2,120 
feet, which was 15 feet in thickness. 
Directly under this a red shale was pene- 
trated to a depth of 11 feet and then-a 


water sand was developed from 2,146 to 
2,152 feet. 
The Mid-Co Petroleum Co., the owners 


of the discovery well on the Hoover farm, 
in Section 22-32-2 west, has finally set the 
casing and the well is flowing into tank- 
age. This test was drilled into salt water 
at 2,156 feet and is rated from 100 to 200 
bbls. daily in a sand struck at approxi- 
mately 2,138 feet. The Mid-Co Petroleum 
Co. started this week drilling on the Yost 
farm, in the southwest corner of the 
northeast quarter of Section 22-23-2 west, 
and the Berry farm, in the northeast cor- 
ner of the east half of the northwest quar- 
ter of Section 27-23-2. E. N. Gillispie 
commenced operations this week on three 
of his leases in the Billings pool. Drilling 
was started on the Mason farm, in the 
northeast of the southeast of Section 10- 
23-2, but work was suspended on account 
of the laying of a water main for drilling 
water. The Hackett test has spudded in 
85 feet and a rig is built ready for the 
tools on the McCaughtry farm, in the 
southeast corner of the northeast quarter 
of Section 21-23-2 west. The Ohio Cities 


yas Co. has let a contract to Jim Dona- 
hoe for a test to be drilled on the Neil 


farm, in the northeast corner of the north- 
west quarter of Section 14, and a drilling 
outfit is being hauled to the location. The 
next test due for completion is the Hum- 
phries Petroleum Co.’s No. 1 on the Kirk- 
patrick farm, in ~sthg north half of the 
northeast of Section 20-24-1 west, which 
is on top of a sand at 1,960 feet. Tankage 
is now. being built preparatory to bring- 
ing in the well. 
Bixby and Glenn Pool. 

The Bixby pool, in Tulsa County, is one 
of the most attractive spots in the Okla- 
homa field at this time and an enormous 
amount of development work is being 
prosecuted. The operators are meeting 
with very good success and some of the 
largest wells in the pool’s history have 
entered the completed list during the past 


three weeks. The latest and most im- 
portant test to call attention to is the 
Gypsy Oil Co. and Billingslea. well, in the 


northwest of the southeast 40 acres of 
Section 32-17-13, which is flowing 1,000 
bbls. daily at only a few feet in the sand. 
This well is a little in advance of produc- 
tion to the south and shows a slight ex- 
tension. In the southwest.corner of the 
northwest quarter of Section 23-17-14, Wil- 
cox et al., on the Porter farm, struck a 
sand from 1,828 to 1,838 feet and the well 
is flowing 125 bbls. natural. 





given a shot in hope of increasing the 
flow. In the center of the southeast quar- 
ter of the southwest quarter of Section 
29-17-14, Galbreath and associates have a 
showing for a 100-bbl. producer in No. 1 
McKim at a depth of 1,421 feet. The 
same parties have completed a 2,000-foot 
duster on the Deere farm in Section 22- 
17-14. In Section 20-17-13, the Solo Oil Co. 
has a 2,110-foot duster on the Berryhill 
lease, and in Section 33-17-14, Gillette et 
al. met with the same fate at 1,520 feet 
with No. 2 Harrison. In Section 34-17-14, 
the Dequesne Oil Co. has a, 20-bbl. pumper 
after a shot with No. 7 Tecumseh. The 
top of the sand was struck at 1,589 feet 
and the well drilled to a total depth of 
1,601 feet. In Section 34-17-13, Hornecker 
et al. have a 75-bbl. well after a shot with 
No. 2 Johnson. The top of the sand in 
this test was struck at 1,649 feet and the 
well was drilled to 1,661 feet. 


The Glenn pool is supplying some cred- 
itable producers and the new sand below 
the regular formation has furnished a 
200-bbl. starter in Section 5-17-12. It is 
No. 8 Crow farm, the property of Jackson, 
Markham & Wise, which struck the top 
of the sand at 2,130 feet. In Section 35- 
18-12, the Prairie Oil & Gas Co. has com- 
pleted a 125-bbl. well at 1,989 feet in No. 
15 Perryman, and in Section 26-18-13 the 
Monitor Oil & Gas Co.’s No. 3 Crow is a 
10-bbl. pumper. 


Kay County Developments. 


The Blackwell pool, in northern Kay 
County, is another interesting portion of 
the Oklahoma field and the past two 
weeks have witnessed some important 
completions. The latest well is that of 
the Kay & Kiowa Co. on the Curry farm, 
in Section 18-28-1 east, which is producing 
700 bbls. daily from the 3,450-foot sand. 
This well showed an extension of one 
mile to the south of the pool and the 
operators who paid some high prices for 
acreage in that direction before the late 
strike are feeling better, and as a result 
a great deal of new work is being planned. 
Another test that is attracting the atten- 
tion of operators is the Gypsy Oil Co. 
well in Section 4-28-1 east, which is show- 
ing for a 50-bbl. producer. This well is 
to the east of production and will show a 
nice extension if it comes in a good well. 
Still further to the south of the Curry 
well the Blackwell Oil & Gas Co. got a 
showing of oil at 3,900 feet on the Elwood 
tract in Section 7-28-1 east, which prom- 
ises to make a fair producer despite the 
fact that there is close to 3,500 feet of 
water in the hole. If this well comes in 
a paying producer it will mean an exten- 
sion of nearly a mile and shows that the 
pool is extending towards the town of 
Blackwell. In Section 1-28-1 west, the 
Kent Oil Co. has a showing of oil on the 
Myers farm, but water has appeared and 
the chances are that the well is spoiled. 
In Section 24-27-1 south, the Mid-Co Petro- 
leum Co.’s No. 1 on the Larbie farm will 
make a small pumper. Although the 
showing of the well has been small, other 
rigs are being built and the operators will 
endeavor to try and find a4 better pay 
streak. The Carter Oil Co. has a show- 
ing for a small pumper in the 4,000-foot 





It will be! 


sand on the Berche farm in Section 4-27-1 





east. Late results in the Blackwell pool 


have been very encouraging to the oper- 
ators and they are starting new work 
with a vengeance. The extreme cold 
weather and the heavy drouth that has 
prevailed over this section for the past 
month has caused an almost complete 
shutdown, with the result that very little 
work has been accomplished. However, 
better weather conditions are now assured 
and several of the important tests will 
resume operations. This territory is a 
deep-sand proposition and it takes from 
five to six months to complete a well. 

In the old Newkirk pool, in Kay County, 
another ‘‘mystery”’ well has developed. It 
is the Oklahoma Star Oil Co.’s test in Sec- 
tion 34-27-3, which is reported to have 
struck an oil sand at 3,210 feet and show- 
ing for a good-sized producer. No one is 
allowed on the lease and a padlock has 
been placed on the derrick door. 


Good Well in Osage. 


In the Osage, a number of good wells 
are entering the completed list and work 
is being carried on in an active manner. 
The Osage-Hominy Oil Co., which recently 
purchased the holdings of Kennedy & 
Springer in the Hominy pool, is meeting 
with good success and during the past 
week No. 20, in Section 9-23-8, was drilled 
in and responded with a production of 
500 bbls. No. 36 on this tract is producing 
350 bbls., while No. 16 is a smaller well, 
good for 75 bbls. a day. On Lot 284 the 
Manhattan Oil Co. has a 150-bbl. starter 
in the southwest of the southwest of Sec- 
tion 20-25-11. In Section 6-21-8 the Gypsy 
Oil Co. got a 50-bbl. well in No. 18. An 
interesting test at the present writing is 
that of the Sand Springs Home Oil & Gas 
Co. in Section 16-21-10, which made 115 
bbls. after being shot. The above com- 
pany owns the gas rights on this lease 
and the Secretary of the Interior will 
probably put the oil rights on the market 
inside of the next few days. 

The Inola pool, in Rogers County, had 
several good wells to offer for the past 
week’s work and interest in this locality 
is picking up. F. B. Ufer has drilled in 
No. 3 on the Wiley lease, in the center of 
the north line of the northeast quarter 
of the southeast quarter of Section 32- 
18-15, and it is producing 250 bbls. after 
a 15-quart shot. The top of the sand was 
struck at 1,276 feet and the well finished 
at 1,296 feét. The Edgar Oil Co. got 150 
bbls. production with No. 5 on the Wiley 
tract, in the center of the north line of 
the northwest quarter of the northeast 
quarter of the same section. At a- depth 
of 1,245 feet, a 13-foot sand was pene- 
trated and the well drilled to 1,262 feet, 
where a 15-foot break was found. The 
well was finally completed at a _ total 
depth of 1,282 feet. The same company 
drilled in No. 6 at 1,296 feet and got 75 
bbls. production. In Section 29-18-15, 
Musner et al. have a 15-bbl. pumper in 
No. 12 on the McHenry lease. 

Washington County is very active, and 
despite the fact that only small wells are 
being completed, the operators are push- 
ing development with all possible speed, 
No sooner is a well completed than the 
machine and tools are moved to some new 
location and a test started. The best of 
the late results in this pool has been a 
50-bbl. pumper, which is the property of 
the Eastern Oil Co., in Section 33-28-13, 
on the Millie Parker farm. In Section 34- 
26 12 the Skelton Moore Oil Co. has com- 
pleted a 25-bbl. well, and in Section 16-26- 
12 the Prairie Oil & Gas Co. got 15 bbls. 
production with No. 9 on the Lannon 
farm. In Section 3-26-10 the Indian Terri- 
tory Dluminating Co. has a 20-bbl pumper 








with No. 3, and in Section 20-16-13, on the 
Starr lease, the American Oil & Gas Co.'s 
No. 11 is good for 15 bbls. 

In the Bald Hill pool, in Okmulgee 
County, work continues despite the fact 
that the shortage of water is proving a 
serious handicap. In Section 28-15-13 
Black et al. have completed a 15-bbl. well 
with No. 2 Brown, and in Section 16-15-14 
the Power City Oil Co. No. 3 on the 
Alexander farm lease is rated good for 
25 bbls. The top of the sand was struck 
at 1,704 feet and only nine feet of sand 
was penetrated. In Section 20-15-14 the 
Producers Oil Co. got a 40-bbl. well in 
No. 8 Lewis, and in Section 20-14-13 De- 
trick et al. have a 2,000,000-foot gas well 
at 2,100 feet in No. 2 Thompson. The 
Lucky Tiger Oil Co. has shot No. 3 Rentie 
with 140 quarts and the well only respond- 
ed with 20 bbls. daily. The sand was 
struck from 767 to 788 feet and the well 
was drilled to a total depth of 784 feet. 
In Section 19-14-14 Salter et al. have a 
20-bbl. well at 1,846 feet on the Bradford 
lease. 

Cushing and Shamrock. 


The Cushing and Shamrock pools, in 
Creek County, have failed to develop any 
large wells during the past week, but sev- 
eral tests are nearing interesting stages 
and should they prove productive will 
show an extension. One of the most im- 
portant tests at the present time is that 
of C. B. Shaffer on the Clarence Tucker 
farm, in the southwest corner of the 
southeast of the southeast of Section 28- 
19-7, north of Drumright. This test had 
a showing of oil in the Wheeler sand and 
if it amounts to anything when tested out 
will mean that the pool will cross the 
Cimarron River to the north. This show- 
ing, together with the showing made by 
the recent wells completed along the south 
side of the river, especially the well re- 
cently drilled in by the Producers Oil Co. 
in the southeast of the northeast of Sec- 
tion 33-19-17 and the extension recently 
found to the northeast of the Cushing 
pool proper, has caused new interest to 
be aroused and the operators are looking 
for the pool to be extended across the 
river, and the completion of the Shaffer 
test may determine this fact. The Blue 
Grass Oil Co. has penetrated the Bartles- 
ville sand to a depth of 10 feet with No. 
1 Riverbed, in Section 28-19-7, and the 
well is showing for 100 bbls. This well 
is a quarter of a mile northwest of the 
big well of the Producers Oil Co. in Sec- 
tion 33. The outcome of this test will 
be awaited with interest. 


Inside of the defined’ limits, a number 
of wells have entered the completed list. 
In Section 34-19-7 C. B. Shaffer has a 
60-bbl. well After shot in No. 3 Taylor at 
2,585 feet, and in Section 33-17-7 his No. 3 
on the Brown lease is good for 150 bbls. 
natural. The best well of the week is the 
Cosden Oil & Gas Co.’s No. 6 on the Bar- 
nett lease, in Section 22-17-17, which is 
good for 175 bbls. natural. No. 12 is doing 
75 bbls. In Section 4-18-7 the Prairie (il 
& Gas Co. got a 20-bbl. well with No. 43 
Lueas, and in Section 16-18-7 the Minne- 
homa Oil Co. got a like producer with No. 
14 Kalvin. In Section 4-16-7 the South 
West Oil Co. has completed No. 12 M°- 
Nac, in the northeast corner of the north- 
east quarter of the northeast quarter, 
and it is good for 25 bbls. This well was 
drilled to a total depth of 2,925 feet and 
plugged back to 2,335 feet, where it wis 
given a shot. Another large gasser has 
been completed by C. B. Shaffer in No. 3 
Chastain, Section 10-16-7, which is re- 
ported to have gauged 20,000,000 cubic 
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without being drilled deeper. The top of| was struck. McAnulty et al., who are|/for 150 bbls. The top of the sand was| V@WtOP --+--++++++sseeeeees 5 le ade 
the sand was struck at 1,320 feet, which drilling a test on the Davis farm in Sec-} struck at 2,431 feet and the well drilled Total Oklahoma......... 261,120 
is 100 feet higher than the sand in the] tion 22-16-20, have reached a depth of 860/to 2,455 feet. The Alpine Oil Co.’s test | Augusta ...............00005 31,670 
other wells surrounding this lease. feet. A small showing of oil and gas has|/on the Ralston farm in Section 10-26-4,|E1 Dorado ...............-- 18,500 
Near Cleveland, in Pawnee County,| been encountered in this test to its pres-| which is three miles due west of the south | QUtS!4e ----+-s errr errr eee 18,500 
Mayfield & Martin have what looks like| ent depth and the owners are confident of| extension of the El Dorado pool, is show- Total Okla. and Kans... $24,790 


a 200-bbl. producer in the northwest cor- 
ner of the southwest quarter of Section 
11-20-8. The top of the sand was struck 
at 2,424 feet and 28 feet of sand were pen- 
etrated. 

The Missouri Pacific Oil & Gas Co. is 
moving in a rig for a test in Section 15- 
17-11, south of Sapulpa. This is the com- 
pany’s first test. 

In the Cushing pool, in Creek County, 
the Gypsy Oil Co. and Gillespie have 
drilled deeper No. 11 on the Barnett lease 
in Section 5-17-7, which was completed 


last summer with an initial flow of 14,000} 


bbls., and the additional drilling awarded 
the owners with a new flow of 2,000 bbls. 
daily. 

Kansas Operations. 

Labette County, Kansas, stands out as 
one of the most prominent areas in the 
State and this county is receiving a great 
deal of attention from the prospectors. 
Two more good oil wells were completed 
during the week and the little pool south 
of Mound Valley is showing an increase 
in production. The Sperry Oil & Gas Co. 
shot No. 4 on the Carson tract in Section 


7-33-18, four miles southwest of Mound 
Valley, and it is good for 40 bbls. The 
rig has been moved to another location 


200 feet south of this well on the same 
lease. In Section 12-33-17 the same com- 
pany has shot No. 2 on the Helwig lease 
and it is good for 40 bbls. The Sonora 
Oil Co. has made a location on the Watt 
Sanders farm north of Mound Valley in 
Section 13-32-18, where they recently 
drilled in a 25-bbl. well. The same com- 
pany is drilling at 300 feet on the Gray 
farm in Section 7-33-20 and is rigging up 
for a test on the Elliott farm, in Neosho 
County, in the northwest quarter of Sec- 
tion 30-32-18, which is seven miles north 
of the Dartnell well in Section 30-31-18. 

The Laudora Oil Co. is making prepara- 
tions for the starting of two wells, one on 
the Peters farm in Section 8-33-18 and the 
other on the Gordon farm in the same 
section. These wells are also located 3% 
miles west of Mound Valley. The above 
company is erecting tankage on the Gor- 
don place to take care of its production. 

Waterhouse et al. are drilling at 500 feet 
on the Stevenson farm, in the northeast 
-orner of the southeast quarter of Section 
2-32-18, six miles north of Mound Valley, 
and the formations to date have been very 
encouraging. 

Some fair-sized wells are being devel- 
oped in the Rogers pool, in Montgomery 
County, and the leaser is busy taking up 
what acreage is obtainable. This devel- 
opment is west of the Labette County 
pool 
prolific area. The sand is found at 790 
feet and during the past week two good- 
sized producers have been drilled. Gries 
& Pringle have drilled in No. 3 on the 
Dora Rogers farm in Section 34-32-17 and 
it is good for 100 bbls. natural. 
tion 3-33-17 the same parties drilled in 
No. 1 Mullendore and its production, 





and gives promise of being a very) 


finding something deeper. 

Interest in the Butler County develop- 
ment, in Kansas, is still centered around 
the Haverhill Petroleum Co.’s well on the 
Smock lease in Section 2-27-5 in the El 
Dorado pool, where deeper drilling has 
been under way. Before it was decided to 
drill the test deeper in hopes of getting 
a larger production, it flowed 40 bbls. in 
a short time. After the drill penetrated 
| the first sand, which was 13 feet in thick- 
ness, a little shell formation was struck 
j}and then the second sand was found, 
which ‘showed all indications of making a 
large producer. The test is still being 
drilled deeper and the demand for leases 
in the vicinity is still lively. Sume fancy 
prices are being paid for close-in stuff 
and several important deals have been 
closed up. A. L. Derby is building a rig 
for a test on the Wright farm in the 
northwest corner of the southeast quarter 
of Section 2-27-5, offsetting the Smock 
well, and has leased the George McGahey 
160 acres in the southwest quarter of Sec- 
tion 14-27-5. It is reported that the amount 
involved was close to $160,000, or at the 
rate of $100 per acre. The McGahey tract 
lies two miles south of the Smock pro- 
ducer. The Cosden Oil & Gas Co. is also 
getting ready to start some work in the 
vicinity of the Smock well and has made 
a location on the J. B. Smock tract, 300 
feet from the line. Rigs are now being 
built in all four corners of the center sec- 
tion and this territory will be given a 
thorough testing. A number of other lo- 
cations have been made and work will be 
started as soon as the machinery and 
tools can be had. 

North of El Dorado. 

Another venture that is attracting the 
attention of operators at the present time 
is the Hickory Oil & Gas Co.’s test on the 
Gunn lot north of El Dorado, which is 
reported to have struck an oil sand at 
2,600 feet. No information is being given 
out concerning developments at this test 
and the operators are at a loss to know 
whether it is a producer or not. How- 
ever, there is a small showing of oil in 
the slush pit and it may be that a new 
strike has been found. 

A deal was closed during the past week 
whereby the Ramsey Oil Co. sold to R. H. 
Hazlett a lease on the southwest quarter 
of Section 5-25-5. This tract lies one-half 
mile north of the Wilson test, where the 
Empire Gas & Fuel Co. opened a new 
shallow-sand pool. The consideration has 
not been made public, but it is rumored 
that the price paid was close to $20,000. 
The Ramsey Oil Co. secured a lease on 
the Dunkle farm, in Sections 4 and 5-25-5, 
consisting of 2,280 acres, last September 
for $1.50 per acre. This lease was orig- 
inally held by the Prairie Oil & Gas Co., 
which abandoned same after drilling a 





In Sec-} 


dry hole. 

Eastern Butler County is to have an- 
other test. The Rockhurst Oil & Gas Co., 
which recently secured a block of 1,200 








ing for 100 bbls. The top of the sand 
was struck at 2,391 feet and 24 feet of 
pay was penetrated. In Section 6-26-5 
the Carter Oil Co. has a 75-bbl. well at 
2,470 feet in No. 5 Porter, and No. 6, on 
the same tract, has been shut in for a 
gas well at 1,550 feet. This rig is being 
skidded and a new test will be started. 

The Augusta pool showed a number of 
completions during the past week, but 
they were only small wells. The Magnolia 
Petroleum Co. has completed three wells 
on the Foster lease in Section 21-27-4. 
No. 23 struck the top of the sand at 2,334 
feet and after drilling 15 feet into the pay 
has a 350-bbl. well. No. 21 got the top 
of the sand at 2,350 feet and is also good 
for 350 bbls., while No. 27 is making 50 
bbls. at a depth of 2,000 feet. The same 
company drilled in No. 7 Deal and got 
65 bbls. production at 1,924 feet. In Sec- 
tion 16-27-4 the Prairie Oil & Gas Co. got 
a 100-bbl. well at 2,517 feet with No. 21 
Scully, and in Section 9-27-4 the Cosden 
Oil & Gas Co. has finally completed No. 1 
Anderson at a depth of 2,036 feet, where 
it was plugged back from 2,057 feet, owing 
to two strings of tools being lost in, the 
hole. The well is good for 75 bbls. The 
Empire Gas & Fuel Co. got the largest 
producer of the week with No. 4 on the 
Kirkpatrick farm in Section 17-28-4, which 
started off at 500 bbls. from the 2,351-foot 
sand. The same company completed No. 
10 on the Brown farm in Section 16-28-4, 
good for 75 bbls. at 2,474 feet. No. 10 on 
the Miller farm, Section 2-28-4, is a 60- 
bbl. pumper at 2,600 feet, and No. 6 on 
the Penlay lease in Section 21-27-4 is good 
for 150 bbls. at 2,330 feet. An important 
test is being drilled near Lorena, which 
is at present shut down at 2,000 feet on 
account of the shortage of fuel. This 
test is in advance of the Augusta pool 
and if it comes in a producer will open 
up a large area. 

The Dunn-Luce Oil Co. is the name of 
a new organization of Kansas City, Mo., 
which owns a nice block of acreage near 
Burlingame, in Osage County, Kansas, 
and a location has been made for a test 
to be started April 1. 

February Daily Production. 

District. Bbls. 
Cherokee Deep Sand— 

Bartlesville 

Bird Creek 

Collinsville-Vera 

Copan-Wann 

Hogshooter 





Totai 
Cherokee Shallow Sand— 
Delaware 
Chelsea 
Inola 


19,025 


1,200 
2,200 


5,300 





8,780 
31,250 
7,000 
76,550 


Osage 
COW INL, esd pis Gs. biewite sins 
Cushing-Shamrock 
Creek Nation— 
ee SO eee 
Bixby-Leonard .... 
Boynton and ,Cole 











Heatdwa Field 


HEALDTON, Okla., March 12.—Indica- 
tions are that the southeast extension to 
Healdton is growing narrower and is 
taking a course to the east through Sec- 
tion 19-4-2. This idea is born of the facts 
that the Carter well on the Pugh farm 
in Section 18-4-2 missed the shallow sand 
entirely; that its offset No. 1 Hartgrove 
in Section 19-4-2 was a small well; that 
Southwestern Petroleum Co.’s No. 1 Bench 
allotment in the northwest of the south- 
west of Section 19-4-2 is getting water 
sands deeper than in the wells to the 
north, and that the Producers Oil Co., in 
the northwest corner of Section 30-4-2, 
has drilled to a depth of 1,250 feet and 
has not reached the shallow sands. That 
there will be a lead to the east is borne 
out in well No. 2 Hartgrove, which 
reached the pay sand at 1,204 feet, and 
with the drill 24 feet in the pay the well 
was showing for 50 bbls., with very little 
gas, and it is very probable that it will 
be a better well with deeper drilling. 

Whether the extension will have a south 
lead has not been determined, and while 
many of the producers do not have con- 
fidence in the acreage in that direction, 
there are no conditions that condemn it. 
Two dry holes in the shallow sands have 
been drilled in the south part of Section 
24-4-3, one by the Fort Ring and one by 
the Carter Oil Co., but these wells look 
more like freaks, as wells on either side 
are making oil. The south edge is being 
tested by the Dundee Petroleum Co. in a 
well which is drilling at 700 feet on the 
Westheimer & Daube fee on the north 
line of Section 25-4-3. Wirt Fraklin et al. 
will also start a well soon in that section 
on acreage belonging to the Guillot Oil & 
Gas Co., and the Bayou-1911 Oil Cos. will 
also drill in the same section as soon 4s 
water has been provided. 

Carter Oil Co.’s No. 5 on the Mobley 2! 
acres in Section 24-4-3 has developed an 
interesting situation for the extension. 
This well drilled through the shallow 
sands and went into salt water at 4 
depth of something like 1,250 feet and 
below the salt water about 50 feet a sani 
was found that made gas. The company 
is of the opinion that this well has dem- 
onstrated that producing sands lie below 
the salt water sands in the extension. 

Vernon Collins Oil Co.’s No. 13, on the 
south side of its 80-acre lease in the 
northeast quarter of Section 16-4-3, came 
in at 1,100 bbls. and has increased its pro- 
duction since it came in. This is the best 
well in this field. 

O. B. Males, former general superin- 
tendent of the International Refining Co. 
is negotiating for 40 acres of land lying 
north of the Ardmore Refining Co.’s plant 
at Ardmore on the Santa Fe tracks and 
will build a plant to handle about 6/0 
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“Imperial” 


‘‘Ingersoll-Rogler’’ Discharge Valves now 
used on these machines are one-piece, light 
weight steel plates. 


Each is rigidly held and lifts and _ reseats 
itself without sliding friction. The lift is low, 
the valve quick in action and its operation 


NOISELESS. 


‘Imperial’? Corliss Inlet Valves give a 
positive, full opening and are permanently tight. 








Headquarters, INDEPENDENCE, KANS. 


SILENCE In Operatian Is Now a Marked Feature of 


o 


Vacuum Pumps 













‘“‘Imperial” (Rogler Discharge Valve) Vacuum Pump. 
Note the stream line passages in the cylinder. 


‘Imperial’? Vacuum Pumps are of wholly 
enclosed construction, dirt and dust-proof. 
They are automatically lubricated, thus saving’ 
money on oil and operative attendance. Bear- 
ing surfaces are of ample area and all bearings 
arranged for ready adjustment to take up wear. 
Cylinders are completely water jacketed on 


both barrels and heads. 


The user of a vacuum pump will find in the 
«6 * 399 e 
Imperial’? every improvement that makes for permanent 
satisfaction and economy of operation. 


ASK FOR CATALOGUES 


The National Supply Company «: Kansas 





BRANCHES 


IN OKLAHOMA—Tulsa, Okmulgee, Cleve- IN KANSAS—Sedan, Chanute, Independ- IN TEXAS—Houston, Beaumont, Sour 
land, Bartlesville, Dewey, Morris, Chel- ence, Peru, Chautauqua, Augusta, El Lake, Thrall, Humble, Electra, Wichita 
sea, New Wilson, Drumright, Nowata, Dorado. Falls. ; 

Delaware, Cushing, Shamrock, Black- IN LOUISIANA—Lewis, Crichton, Shreve- IN WYOMING—Casper, Basin. 
well, Peckham. port. IN MONTANA—Billings. 


Southwestern office, HOUSTON, TEX. 


EXPORT INQUIRIES SHOULD BE ADDRESSED TO THE NATIONAL SUPPLY COMPANY, FOREIGN SALES DEPT., PITTSBURGH, PA. 




















AJAX DRILLING ENGINES 


Over 14,000 have been built; they are 
the acknowledged leader in all the oil 
fields of the world. 


THE AJAX IRON WORKS 
CORRY, PA. 


THE NATIONAL SUPPLY CO. of Kansas, Exciusive Sales Agents 
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bbls. a day of distillate. It is his inten- 
tion to use distillate from the Ardmore 
refinery and treat it by the Parker 
process, which it is said will produce 70% 
gasoline and naphtha out of the distillate. 


Faith in Fox District. 

In the Fox district, the Gypsy Oil Co. 
has a sand at 2,110 feet in No. 1 Mattie 
Morris in Section 28-32-3 that it is making 
an effort to drill into. The heavy gas 
pressure has not been shut off yet. The 
company will probably be able to drill the 
well in within the next week. 

Plains Oil & Gas Co., in Section 28-2-3, 
had a showing of gas at 1,550 feet and is 
still drilling. 

Gypsy Oil Co. has great faith in the 
Fox district. The company has a large 
acreage there and has several drilling 
wells at this time. The drilling is very 
slow and so far the contractors are hesi- 
tating to enter the field. it is said that 
the difficult drilling has lost money for 
the contractors and some wells are ready 
to start, but are delayed because the 
price paid does not justify the contractors 
to move in tools. 

The Santa Fe well in Section 2-2n-5w, in 
Stephens County, is making a little oil 
from the top of a sand reached at 1,325 
feet and the prospects are good that a 
well will be brought in there. 

Nicholson & Mortimer, in Section 24- 
2n-lw, west of Wynnewood, in Garvin 
County, have done nothing with their 
well during the past week. It has an oil 
showing at 955 feet and some of the large 
companies have purchased acreage there, 
but whether it will develop into a pay 
well is very doubtful. 

Reports from Marshall County are not 





\proval of transfer. 


encouraging. Indian Chief well in Section 
19-7s-5e has reached a depth of 1,850 feet 
and will drill to a depth of 2,000 feet. The 
formations are said to look somewhat dis- 
couraging. 

Joseph C. Kinney, of Rock Springs, 
Wyo., has made a deal for the purchase 
of the Duard Oil Co., which owns 60 acres 
with nine producing wells in Section 9-4-3. 
The price agreed upon is $100,000, one- 
tenth of which has been paid pending ap- 
The majority of the 
stock of this company is owned by parties 
in Durant. 

Twin State Oil Co.’s No. 3 Holman, 
Section 16-4-3, reached the sand at 1,290 
feet and has 19 feet of rich pay. The 
production ts conservatively estimated at 
125 bbls. 

Carter Oil Co.’s No. 5 on the Carter 
farm, Section 16-4-3, offsetting a dry hole 
drilled by the Sinclair Gulf Oil Co., 
reached a second sand of 30 feet thick- 
ness and drilling stopped at a total depth 
of 1,261 feet. The tools are lost and it 
will be several days before the well will 
be put to producing. 

Iokla Oil Co., in Section 24-4-3, on the 
Watkins farm, has completed No. 3 and 
is rigging up on No. 4. The company has 
two flowing wells on the Watkins tract, 
both of which are in the shallow sands. 

L. H. Keller et al. will begin drilling a 
test soon on the Suddath farm in Section 
15-2n-3w, near Roff, in Pontotoc County. 

H. S. Gwynne, of the Carter Oil Co., 
has returned from a visit to Tulsa and 
Kansas City. Mr. Gwynne is recovering 
from a very painful surgical operation 
and is not ready to get back at his desk 
for permanent work. J.F.E. 


East Texas and Louisiana 


By M. L. 


GASSER WEST OF LEWIS 





SHREVEPORT, La., March 10.—An- 
other advance in the price of light oil | 
in the North Louisiana field brings Caddo | 
light up to $1.80 a bbl. and De Soto oil | 
to $1.70. Caddo heavy remains at 95 cents} 
. and Crichton oil still brings $1.40 a bbl. 
There is a scarcity of production through- 
out the field and unless the situation is | 
soon relieved the price will undoubtedly 
go to $2 a barrel or higher. Last week's | 
production averaged 23,140 bbls. daily, a} 
decrease of 760 bbis. a day, and operations | 
in the field added very little production 
to the output. Hopes are still centered 
on the various new territories in which 
indications of gas and oil have induced 
extensive prospecting and an important 
strike is looked for in almost any one of 
dozens of tests now drilling in outlying 
districts. 

Some interesting territory has been re- 
opened during the past few weeks west 
of Lewis, in the old Caddo field. A 26,- 
000,000-foot gasser was compieted a couple 
of weeks ago by the Caddo Oil & Refining 
Co. in Section 23-21-16, which will provide 
ample fuel for development in a territory 
where the fuel problem was becoming a 
serious one, and last week a good well 
was completed in this territory by the 
Producers Oil Co. in No. 8 Brooks in the 
same section, which has not yet been put 
to pumping. Locations have been made 
for No. 9 and No. 10 Brooks in the same 
section and derricks are up also for two 
wells on the Rogers lease to be drilled by 
the Caddo Oil & Refining Co. This com- 
pany also has two wells nearly completed 
on the Rogers property in Sections 24 and 
13, and in the west end of this district the 
Indiana-Ark. Oil Co. has derrick up for 
No. 1 Smith in Section 5-21-16, near the | 
Texas State line. In Section 4-21-16 the 
Producers Oil Co. has abandoned its deep 
test on the Harrell lease at a depth of 
3,950 feet, and two miles further east, in 
Section 2-21-16, is drilling No. 48 Harrell 
at 2,400 feet. Two miles north of Lewis, 
in Section 12-21-16, the Vala Oil Co. is 
drilling No. 3 Murff, a shallow well, in 
which they are bailing at 1,050 feet, and 
a mile further north and about half a 
mile south of Lewis the National Oil & 
Gas Co. has derrick up for No. 1 Powell 
in Section 36-22-16. 

South of Ferry Lake, the Caddo Oil & 
Refining Co. keeps several rigs running on 
the Brown lease, recently taken over from 
the Star Oil Co., and is adding steadily 
to the production of these already valu- 
able holdings. The Amateur Oil Co. is 
drilling at 2,250 feet in No. 7 Green, Sec- 
tion 27-20-16, and the Gulf Refining Co. 
has a number of wells drilling on the 
Caddo Levee Board and Ferry Lake 
leases. East of Mooringsport, the Gulf 








Refining Co. has completed No. 4 Nun- 


VAUGHN 


naly, Section 29-20-15, and is building 
standard rig to pump, and the Peerless 
Oil Co. tested dry in Nu. 1 George, Sec- 
tion 32-20-16, and is drilling deeper at 
2,300 feet. 

In the Oil City district, a small pumper 
was completed by the Southern Oil Co. 
on fee land in Section 12-20-16, No. 52, 
making 20 bbls.; the International Oil & 
Gas Co. is drilling No. 1 Anthony, Sec- 
tion 3-20-16, at 950 feet, and the Producers 
Oil Co. has made a location for Lone Le- 
vee Board No. 5 in Section 3-20-16. 

In the shallow-sand territory, at Hoss- 
ton, Clark & Greer put No. 3 Jolly, Sec- 
tion 22-22-15, to pumping, getting a 35- 
bbl. well at 1,010 feet, heavy oil produced 
in this territory now bringing 95 cents a 
barrel. The Jitney Oil Co. is rigging up 
to drill No. 4 Bailey in Section 20-22-15. 
East of Lewis, T. J. Rogers is bailing 
No. 1 Stiles in Section 18-21-15 at 1,050 
feet and has location made for No. 2 in 
the same section; the Producers Oil Co. 
is rigging up to drill School fee 1 in Sec- 
tion 16-21-15. 

De Soto and Red River. 

A test drilled by the Gulf Refining Co. 
on the Jenkins lease in Section 2-12-11, 
two miles south of present production, 
tested dry at 2,500 feet: and was aban- 
doned. In the Grand Bayou district, four 
rigs are running on the Williams lease in 
Sections 31 and 32-13-11, and No. 1 Boling- 
Williams in Section 29-13-11 is drilling at 
2,350 feet. The Producers Oil Co. has set 
8-inch casing in No. 8 on the Grand Bayou 
Planting Co. lease in Section 29-13-11; 
No. 11 Nabors, Section 32-13-11, is rigging 
up to drill, and in Section 33-13-11 No. 2 
Williams has set 8-inch casing and loca- 
tion has been made for Wemple B-2. 
Southwest of the old Naborton field, No. 
25 Christine is drilling at 1,340 feet, and 
north of Naborton drilling has been start- 
ed in No. 6 on the Brand Bayou Planting 
Co. lease and location made for No. 7 and 
No. 9. In the north end of the Naborton 
field, the Producers Oil Co. has set 6-inch 
casing in Saunders A-19, Section 34-13-12. 

Operations in the Red River field are 
limited to a few scattered wells in the 
Crichton and Abington districts and de- 
velopment in the Grand Bayou district. 
The Gulf Refining Co. is drilling No. 8 
Christopher in Section 16-13-10 at 1,400 
feet and Natalie A-21, Section 19-13-10, at 
2,500 feet, in the east end of the Crichton 
field. In the Abington district, No. 19 
Kennedy, Section 24-13-11, is drilling at 
2,025 feet; No. 28 Robinson, Section 25-13- 
11, has keen completed and will be put to 
pumping; No. 1 S. A. L. & D. Co., Sec- 


tion 27-13-11, is setting 6-inch casing at 
2,350 feet, and No. 28 Marston, Section 
14-13-11, is drilling at 2,420 feet. In the 


Grand Bayou district, the Producers Oil 
Co. is drilling Sample D-8, Section 33-13- 
11, at 875 feet and is building derrick for 
No. 7 Hicks in the same section. T. B. 





Owens et al. are drilling No. 2 Nabors, 
Section 28-13-11, at 2,350 feet. 

North of the Crichton district, in the 
vicinity of East Point and Ninock, a test 
drilled by O. Kinney et al. on the West- 
dale lease in Section 22-14-11 tested dry 
and was abandoned at 2,700 feet. In Sec- 
tion 9-15-11 the Gulf Refining Co is set- 
ting 414-inch casing in No. 3 Sample at 
2,600 feet, near Poole and about half way 
between the Crichton and Elm Grove dis- 
tricts. East of Crichton, the Fair Oil Co. 
has made a location on the Globe Lumber 
Co. lease in’ Section 8-13-9. 


More Gas in Bossier. 

Bossier Parish development has finally 
resulted in locatiing a producing oil ter- 
ritory in the Elm Grove district, 12 miles 
southeast of Shreveport, where a number 
of pumpers averaging from 50 to 100 bbls. 
have been completed in the chalk rock 
at about 1,500 feet. Efforts are being 
made to locate a deep sand and the 
Hodges Oil Co. just completed a small 
gas well at 2,650 feet, No. 1 Burke, Sec- 
tion 21-16-11, making 1,500,000 cubic feet. 
The Standard Oil Co. tested dry in No. 1 
Raines, Section 28-16-11, at 1,550 feet and 
will drill deeper. 

Another good gas well was completed in 
the Elm Grove district by the Producers 
Oil Co., No. 1 Kaufman, Section 8-16-11, 
making a 20,000,000-foot gasser at 850 feet. 
The Gulf Refining Co. is drilling No. 3 
Hodges, Section 24-16-12, at 750 feet and 
has set 6-inch casing in No. 2 Hunter, 
Section 15-16-12, at 780 feet; the Atlas Oil 
Co. has derrick up for No. 1 Caplis, Sec- 
tion 25-16-12, and is down 900 feet in the 
Franklin Realty Co. well in Section 29- 
16-11, and White Bros. have gone back 
into the Elm Grove district and are build- 
ing derrick for No. 1 Ward in Section 
3-16-11, near where the Hodges Oil Co. re- 
cently completed a 20,000,000-foot gas well. 

In the north end of Bossier Parish and 
east of the Caddo field, a large tract of 
land is being developed by the Richard- 
son Oil Co., three miles northeast of 
Belcher, which bids fair to become an 
important oil territory. Previous tests 
have developed both oil and gas and a 
second well is now being drilled on the 
Swanhaven lease, which is down 1,275 
feet. 

Miscellaneous Districts. 

East of Bossier, in Webster Parish, W. 
H. Baker is drilling at 1,950 feet in No. 1 
Crichton, Section 23-18-10, and further 
east, in Claiborne Parish, the Atlas Oil 
Co. is down 1,750 feet in No. 1 Moore, Sec- 
tion 22-21-7. 

The completion of a number of produc- 
ing wells in Panola County, Texas, has 
encouraged drilling in this territory, and 
the Gulf Production Co. is rigging up to 
drill on the Palmetto-Jernigan lease, a 
little north of these wells, in Harrison 
County. 

West of De Soto Parish, in Shelby 
County, the Producers Oil Co. is down 
3,950 feet and has a fishing job at this 
depth. Further south, in Sabine County, 
H. G. Curran et al. are making an inter- 
esting test in No. 1 Knox, now drilling at 
900 feet. 

Over in Anderson County, the Produc- 
ers Oil Co. has three wells drilling, one 
on the Barrett & Greenwood lease, drill- 
ing at 2,370 feet, one on the Southern 
Pine Lumber Co. lease, which is down 
3,665 feet and waiting for materials, and 
one on the Royal & Davey lease, in which 
8-inch casing has been set at 2,335 feet. 

In the Hart’s Island district, south of 
Shreveport, the Atlas Oil Co. is drilling at 
500 feet in No. 1 Heilperin and the Pro- 
ducers Oil Co. has set 8-inch casing in 
No. 1 Taylor and 6-inch in No. 2 Deal. 
West of Shreveport and south of Cross 
Lake, the Cross Lake Oil & Gas Co. tested 
dry in No. 2 Cross Lake, Section 6-17-14, 
at 1,800 feet and is drilling deeper. 

South of the Red River field, there are 
still several important tests to be heard 
from, in lower Red River, Natchitoches 
and Winn Parishes, where previous tests 
and surface indications warrant the as- 
sumption of its proving oil territory. The 
Lake End Oil & Gas Co. is making its 
fourth test on the Merriweather & Hearne 
lease in Section 36-11-10, using gas from 
a former well for fuel. The Producers 
Oil Co. has set 6-inch casing in No. 1 
Griggsby, Section 9-10-6, eight miles east 
of Campti at 2,900 feet, and four miles 
further east the A. J. Yorke Oil & Gas 
Co. is drilling No. 1 Giddens, Section 17- 
10-5, at 1,625 feet. Near Winnfield, in 


Winn Parish, the Pardee Oil Co. is drill- 


ing at 2,815 feet in No. 1 Gee, 
30-11-2. 

In the Bastrop-Monroe territory, leas- 
ing activity continues and plans are being 
made for extensive development. The 
Commercial Oil & Gas Co. is rigging up 
to drill on the Phillips estate, about mid 
way between Monroe and Bastrop; the 
Ouachita Natural Gas & Oil Co. is setting 
6-inch casing in No. 2 Smith, Section 41- 


Section 


20-4, at 2,100 feet, and the Perryville Oi! 
& Gas Co. has a fishing job in No. 1 
Perry, Section 19-20-5, all in Ouachita 
Parish. In Morehouse Parish, the Me: 
Rouge Oil & Gas Co. is moving in rig and 
getting ready to drill on the Gallagher 
lease in Section 13-21-6; the Great South- 
ern Oil Co. is drilling at 700 feet in No. 1 
Bowles and the Morehouse Oil & Gas Co., 
which tested dry in the Crossett Lumber 
Co. well in Section 33-22-5, and is drilling 
deeper at 2,375 feet. In Caldwell Parish, 
the Gulf Refining Co. is drilling at 1,950 
feet in the Burroughs Land Co. well, Sec- 
tion 24-15-4, and in West Carroll Parish 
the Standard Oil Co. is drilling at 875 
feet in No. 1 Richardson, Section 33-19-10. 

Considerable interest is being taken in 
Mississippi development, operations hav- 
ing extended over into Hinds County, 
where many operators from the Louisi- 
ana field have taken up leases and are 
planning immediate development. The 
Atlas Oil Co. is rigging up to drill -No. 1 
Garber in Section 18-6n-le, and Benedum 
& Trees have made a location on the 
Swearinger lease in Section 14-6w-le. 

To Build New Refinery. 

Shreveport is to have another oil re- 
finery and plans are well under way to 
erct a $150,000 plant at Cedar Grove by 
the Marine Oil & Refining Co., which has 
just filed its charter, with a capitalization 
of $500,000, with the right to increase it 
up to $10,000,000. Citizens of Shreveport 
and Houston are actively. interested in 
the new company, which holds valuable 
leases in Caddo, Red River and Sabine 
Parishes and will use a secret recovery 
system, which is the invention of G. Gates 
Howard, of Houston, president of the 
company. The other officials of the com- 
pany are H. R. Ratcliff, of Shreveport, 
and W. A. Caplis, of Elm Grove, vice 
presidents; John C. Trichell, of Shreve- 
port, treasurer, and John J. Bird, of 
Shreveport, secretary. G. J. Dartois, of 
Shreveport, who has had wide experience 
in the oil-refining business for the past 
30 years, will be the manager of the re- 
finery. 


Appleman Will Donate 
Hospital For El Dorado 


EL DORADO, Kan., March 8.—A. M. 
Appleman, oil man, president of the Hav- 
erhill Petroleum Co., and a patient in the 
El Dorado Hospital, has promised to give 
this town a new hospital just as soon as 
he is able to make arrangements to that 
end. The Walnut Valley Times states 
that the intended donation is the result 
of the patient’s close escape from death. 
Only remarkable surgery, his robust 
health and the sacrifice of blood by his 
relatives saved him. It is but natural 
that the idea of building a hospital oc- 
curred to him. He is wealthy—the Smock 
property alone will net a million. In ad- 
dition, his father, H. Appleman, of Kan- 
sas City, is a millionaire and it is not 
improbable that the father is fostering 
the philanthropic plan of his son. 

Bl Dorado needs a hospital. But re- 
gardless of the unfortunate condition, the 
institution as it is—a remodeled office 
building—probably has established a record 
in surgery. More than 500 operations— 
some of them of the most difficult kind 
and with the chances 99% favorable to 
death—have taken place and each has 
been a success. Other hospitals, perhaps, 
have an equal record. It is certain, 
though, none excel, for it can not be done. 
The Bl Dorado Hospital’s record of surgi- 
cal successes is unbroken. 

There have been no definite plans made 
relative to the proposed Appleman hos- 
pital. Mr. Appleman still is an exceed- 
ingly sick man. His skull was crushec 
10 days ago by a faling oil-saver cap a‘ 
the Smock well. A grave fracture, in the 
shape of a half moon, pushed the bones 
hard upon the brain. The surgeons were 
compelled to lift the skull. His condition 
became weakened. His circulation had 
become deadened. The surgeons neede' 
invigorating blood and called upop the 
patient’s relatives for a sacrifice. They 
promptly responded and two pints of. the 
life fluid from other’s veins were trans- 
fused into the veins of Mr. Appleman. 

These things, together with the Apple- 
man determination, his’ grim resolution 
to win even against the big odds unhappy 
chance had given death, have practically 
assured his recovery. He is on his way 
back to health. He will be taken to his 
father’s home in Kansas City Sunday in 
a special Pullman attached to the Mis- 
souri. Pacific train. His convalescence, 
physicians say, will continue. When he 
acquires his old-time vigor he will return 
to El Dorado and supervise the develop- 
ment of the rich Smock lease. Also— 

He will supervise the erection of a hos- 








pital. 
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In The Texas Panhandle 


By F. W. 


MOVEMENT OF OIL. 





WICHITA FALLS, Tex., March 12.—A 
glance at the statement of runs and ship- 
ments for this district during the month 
of February will show a faling off in the 
totals, as compared with the January fig- 
ures. This is partly accounted for by 
the short month and partly by the de- 
crease in output on account of the decline 
in production from some of the old wells 
and the delay to drilling operations caused 
by the continued routh, which prevented 
the bringing in of new wells with suf- 
ficient new production to counterbalance 
the decrease shown by the old ones. This 
state of affairs will probably continue 
until a good rain falls and replenishes the 
supply of water throughout the district. 

The total output for Wichita County 
during February was 648,170 bblis., of 
which 463,308 bbls. came from the Electra 
pool and the balance from Burkburnett, 
a decrease of 74,469 bbls., as compared 
with the figures of the previous month, 
while the daily average was 23,149 bbls. 
for February against 23,311 bbls. for Janu- 
ary. The shipments showed a decrease of 
138,763 bbls., as a considerable amount of 
the oil produced was held in stock by the 
pipe line companies, instead of being 
pumped to the refineries. 


Of production at Electra the Producers 
Oil Co.’s share was 251,252 bbls., the Mag- 
nolia Petroleum Co.’s 153,677 bbls., the Red 
River Oil Co.’s 23,431 bbls., the Gulf Pro- 
duction Co.’s 16,380 bbls. and the balance 
from the smaller companies and individual 
operators. 

The Panhandle Refining Co.’s Burkbur- 
nett receipts were 39,307 bbls. and the 
quantity pumped to the refinery was 39,- 
991 bbis., leaving 1,200 bbls. in stock. 


The output of the Strawn pool also 
shows a slight falling off, due to the fact 
that most of the new wells brought in 
recently have not yet been connected with 
the pipe line to the loading rack, but have 
been tested and capped immediately after 
completion, waiting the receipt of pipe to 
make the necessary connections. As soon 
as the product of these wells is available 
for shipment a large increase in the pro- 
duction of the Strawn pool will be noted, 
but. as it is exceedingly difficult to obtain 
pipe for any purpose at this time, there 
is likely to be some further delay before 
the new wells are put on the pump. 

Drilling operations in North Texas are 
being pushed wherever water can be ob- 
tained with which to make steam, but, 
unfortunately, many of the wells are still 
shut down, waiting for the spring rains to 
fill up the tanks and furnish the neces- 
sary moisture. Others manage to obtain 
a sufficient supply to keep in operation 
all, or most of the time, by hauling or 
pumping water from a distance, or by 
purchasing it from the pipe line com- 
panies; consequently some progress is be- 
ing made. 

During the past week the results of the 
activity in the defined pools at Electra 
and Burkburnett have been quite satis- 
factory, each of them showing eight com- 
pletions, seven producers and one duster 
at Electra and eight new wells at Burk- 
burnett. Most of these were small, but 
all but two of them were paying wells. 

At Electra the Producers Oil Co. got 
the best well of the week when 2nd By- 
waters No. 49 was drilled in at 1,980 feet, 
good for 125 bblis., 11 feet in the sand. 
The Magnolia Petroleum Co. got three 
new producers with Francis Sumner No. 
12, which reached the sand at 1,620 feet 
and was drilled in at 1,628 feet, a 30-bbl. 
well; H. & T. C. No. 20 was also a 30-bbl. 
well and had pay sand from 1,059 to 1,078 
feet, and S. E. Honaker No. 31, which 
was drilled deeper after it had failed in 


BRIDGE 


the shallow sand, came in at 1,918. feet, 
good for 20 bbls. Joe Howell et al., Dr. 
Prince et al. and the Texas Electric Oil 
Co. each got a 10-bbl. well on the Granger 
tract, the first being completed from 998 
to 1,014 feet; the second from 1,004 to 
1,014 feet, and the third from 1,064 to 
1,074 feet. The Gulf Production Co.’s No. 
23 Miller was finally abandoned at 1,957 
feet as dry. This well was drilled deeper, 
after having failed in the shallow: sand. 
There are 52 wells drilling in this pool, 
18 rigs are up and ready for the machin- 
and nine new locations have been 


ducer that has been brought in at Burk- 
burnett for some time, when they com- 
pleted No. 2 Pratt at 1,611 feet, good for 
50 bbls. The Magnolia Petroleum Co. had 
three completions, the best being C. 
Schmoker No. 26, a 25-bbl. well at 1,795 
feet; W. C. Meyers No. 5 was good for 
15 bbls. at 1,635 feet, and No. 1 Lock- 
ridge No. 19 showed for 2 bbls. at 271 
feet; Kemp et al. got 5 bbls. of new pro- 
duction with No. 8 Ruyle, which was 
drilled in at 626 feet; the Gulf Production 
Co. got the same amount after drilling in 
No. 7 Thom at 1,735 feet; W. D. Cline got 
a 15-bbl. well with his Hodges No. 1, 
which was completed at 1,891 feet, and 
A. A. Car! drilled in No. 1 Carl at 1,878 
feet, also a 15-bbl. well. There are still 
40 drilling wells in this pool, eight rigs 
are ready for the machinery and 13 new 
locations have been made. 

The shallow pool at Strawn was rather 
a disappointment during the past week, 
although there were four completions, 
two small wells and two dry holes. They 
were Texas & Pacific Coal Co. Fee No. 
137, in which the sand was found from 
948 to 963 feet, full of salt water, and the 
well was plugged and abandoned; Fee No. 
140 and No. 141 were each 5-bbl. wells, 
the first drilled in at 795 feet, with 15 
feet of pay, and the second completed 
from 810 to 816 feet, while Fee No. 142 
was a dry hole at 798 feet. Fee No. 143 
is drilling at 240 feet and Fee No. 144, 
which is 500 feet south of No. 142, is drill- 
ing at 150 feet, while No. 145, 500 feet 
south of No. 144, has reached a depth of 
500 feet. The well on the Robinson farm, 
four miles to the north of Strawn, is shut 
down temporarily, for reasons unknown. 


With the Wildcatters. 


The news from Archer County for the 
past few days hase been rather discour- 
aging, as two tests have been finally 
abandoned as dry and others have passed 
the sands where pay was expected. West 
of Holliday, the test of the Gulf Produc- 
tion Co. has been finally plugged and 
abandoned at 2,068 feet, and the Big Bluff 
Oil Co.’s test, to the east, was abandoned 
at 1,800 feet. The Holiday Oil Co.’s test, 
to the south, had a showing of gas at 
1,760 feet and is still drilling; the Archita 
Oil Co. and the Plains Oil & Gas Co. 
wells have started drilling, but it was not 
possible to get the present depths; the 
400 Oil Co. is drilling at 800 feet, and 
Benedum & Trees, on the Palo Pinto 
school land, in the northwest part of the 
county, are also at about 800 feet, while 
L. C. Heydrick & Co. will spud in on 
their test southeast of Holliday early the 
coming week. The Panther Oil Co. is 
rigging up for Panther No. 4, south of 
No. 3, and is expected to start drilling 
within a few days. Coline Oil Co.’s No. 
1 Orton, Reese Allen’s No. 1 Woodrum 
and the W. W. Silk Mankins well are all 
shut down. 

East of Archer City, 
Wichita Archer Oil Co. is drilling at a 
little below 1,500 feet. Several gas sands 
were found in this test before 1,000 feet 


the well of the 





was reached and last week a good show- 





ing was found at just below 1,400 feet. 
Surface indications surrounding this well 
show all the earmarks of an oil and gas 
field and the talent believes that a pay- 
ing well will be brought in in this neigh- 
borhood. 

New companies are still being formed 
in Wichita Falls to operate in Archer 
County and some of the older companies 
that have been operating in the proven 
fields have secured acreage and announce 
intentions to drill in the new district. 
Among the former is the Mid-West Oil 
Co.—O. P. Maricle, president; J. J. Moran, 
vice president; T. J. Taylor, treasurer, 
and P. B. Cox, secretary. The company 
is capitalized at $20,000 and has a lease 
on 210 acres of the Mullinax tract, where 
it will let a contract to drill at once. The 
Reunion Oil Co. is being organized by 
Dr. W. H. Walker, to be capitalized at 
$15,000, and it is to drill on the Stonewall 
Jackson Camp reunion grounds, near Hol- 
liday, on which it has a lease, and the 
Hercules Oil Co. has made a location on 
its holdings west of Holliday. 

The Red River Oil Co. has made a loca- 
tion on the Kemp & Kemp land and C. 
E. Sykes et al. on the Ferguson land, 
while M. Murphy has made a location on 
No. 13, in the southwest corner of Block 
34, east of the Panther wells. 

South of Mineral Wells, in Palo Pinto 
County, the deep test of the Empire Gas 
& Fuel Co., Chestnut No. 1, is béing 
cased with 5 3-16-inch, preparatory to 
drilling in. It was found impossible to 
pull all of the 6-inch that was stuck in 
the hole; but the drillers succeeded in 
unscrewing and getting out about 600 
feet of the upper part of it. It is expected 
that the casing job will be completed 
within a day or two and the well drilled 
in. Oil is still being sprayed from the 
hole. The W. M. Glover No. 1 is drilling 
at 380 feet and Palmer, Owen & Wilson’s 
D. A. Hess No. 1 is being cased at 800 
feet and is expected to reach the gas 
sand during the coming week. 

West of Mineral Wells, the test of the 
T. & P. Coal Co. on the Middleton has 
reached a depth of 2,500 feet and it is 
expected that it will be completed within 
a day or two and the rig moved to the 
new location made by the T. & P. Co. 
near the Brazos River, to the southeast 
about two miles, on Block 6 of the Moore 
land. The test being drilled for the Sin- 
clair Oil & Gas Co. on the Belding ranch 
has finally been abandoned at 2,010 feet, 
the hole plugged and the casing pulled. 
At the Standard rig the contractors have 
a fishing job at just below 50 feet, with 
the bit in the hole. On the Watson ranch 
the Empire Gas & Fuel Co. has made a 
location on the northeast corner of Sec- 
tion 38 and is building a standard rig to 
drill a deep test. 

Stephen County’s Deep Well. 

In Stephens County, near Caddo, the 
deep test of the T. & P. Coal Co. on the 
Wright is now drilling at 3,400 feet, after 
being shut down for a week or two wait- 
ing the receipt of cable. A rig is being 
built east of Caddo for Winston No. 1 
and another for Lee No. 1. Near Crystal 
Falls, Sloan No. 1 is shut down at 2,400 
feet, waiting for material. Gaston No. 1 
is a rig. Near Wayland, Cash No. 1 is 
drilling at 950 feet; Lauderdale No. 1 will 
spud in Tuesday; the Smith is under- 
reaming at 840 feet, while rigs have been 
built for Maxwell No. 1 and Booher No. 1. 

South of Breckenridge, Producers Oil 
Co.’s Parks No. 2 got a showing of oil 
at 1,900 feet, but passed the sand and is 
now drilling at 2,000 feet, and Smith No. 
1 is fishing at 2,500 feet for the 5-inch 
pipe which has dropped in the hole. Felt 
et al., on the Moon, are underreaming at 
2,289 feet; the Gulf Production Co.’s No. 
1 Fincher is still shut down, but McCauley 
No. 1 is drilling at 140 feet. 

In Eastland County, ‘the Cisco Oil & 
Gas Co.’s Daniels No. 1 is shut down at 
860 feet, waiting a driller. 

From Coleman County comes the news 








that the Magnolia Petroleum Co., drilling 








a test north of Coleman, has found a 
pay sand at 2,090 feet. It was first re- 
ported that this sand was good for only 
5 bbls., but it appears that after drilling 
a little further into the sand the produc- 
tion increased and it is now stated to be 
a 20-bbl. well. This makes the acreage 
surrounding the well look good, ag it is 
probable that the sand will prove more 
prolific in that vicinity. 

In Shackelford County, near Albany, on 
the Reynolds ranch, the test of the Em- 
pire Gas & Fuel Co. is shut down waiting 
an underreamer. 

In Parker County, north of Milsap, the 
test of the Parker County Oil & Gas Co. 
is drilling at 1,560 feet, after a successful 
fishing job. This is Mortens No. 2. 

Near New Boston, in Bowie County, E. 
B. DeLoe has secured about 30,000 acres 
of leases for the Cudahy people of Chi- 
cago, and it is understood that a deep 
test is to be drilled as soon as a location 
can be made. 

O’Hara and the Marshall Oil & Gas Co. 
also have acreage in the same vicinity 
and have already built a rig, with the 
intention of drilling, location not stated. 


Thousand Million Feet 
Of Gas Sealed by Mud 


ARKANSAS CITY, Kan., March 9.—In 
the drilling of oil wells in the Kay County 
(Okla.) district, 1,000,000,000 cubic feet of 
gas has been sealed in with mud while 
the drills went deeper to find the oil pay. 
This is the estimate of James York, con- 
servation officer of Oklahoma. It gives 
some idea of the magnitude of a gas-pro- 
ducing district that is being developed in 
Kansas and Northern Oklahoma. 

The territory in prospect extends from 
the south line of Kay County, Oklahoma, 
on the south, to the north line of Butler 
County, Kansas, on the north, a distance 
of approximately 150 miles. The most 
pronounced gas production comes from 
the gas field 15 miles southwest of this 
city, in Kay County, Oklahoma, a proven 
territory of 150 square miles. It is not a 
field where gas is coming from a single 
sand, but where gas is found in seven 
different sands, producing from 2,000,000 
to 65,000,000 cubic feet to the well. 

Natural gas is a secondary matter in 
development here. But at 400, 700, 900, 
1,200, 1,400, 1,800, 2,800 and 3,200 feet gas 
sands have been found in this field. The 
deeper the sand, the stronger the pressure 
and the more lasting the production. The 
Same sands that were picked up in the 
field 15 miles southwest also have been 
picked up in the test now going down on 
the A. H. Denton farm, three miles south- 
east of Arkansas City, and each sand has 
shown a gas production equal to that in 
the southwest field. There has already 
been developed in the Denton well in the 
various sands passed through more than 
30,000,000 cubic feet of gas. This well is 
17 miles east of the Kay County field. 

Adjacent to this city are many shallow 
wells now producing a small amount of 
gas. To the northeast of here lies the 
shallow gas pool near Winfield, and on 
farther north come the Augusta and El 
Dorado fields. 

The Doherty interests recently have ob- 
tained much acreage in the territory now 
producing gas here and are constructing 
a 16-inch pipe line to the field. 





OIL MEN BUY CITY PROPERTY. 


F. W. Dye and James Duffy, owners of 
the Western Supply Co., and interested in 
Oklahoma production, have purchased the 
residence property of George Davis, cor- 
ner of Boulder Avenue and Sixth Strect. 
Although the new owners have not defi- 
nitely decided as to the future disposition 
of the property, it is quite likely that they 
will move the residence and utilize the 









land as a site for an office building. 




















Wright Wire Rope for Oil Field Service 


Is the best drilling cable that money can buy. 
Manufacturing our own wire insures uniformity of product, which, together 
with skilled workmanship and careful inspection, guarantees to the purchaser a 
drilling cable unsurpassed by any other manufactured. The name isa guarantee. 


WRIGHT WIRE COMPANY 
WORCESTER, MASS. 


H. W. BLACK, Sales Agent 


819 Gallais Bldg., TULSA, OKLA 
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The Record of 
Byers Drill Pipe 


In the Houston district one operator, using Byers drill pipe 
for the first time, has used one string of it for drilling fourteen 
wells, each from 2500 to 3000 feet deep, without a single failure so 
far. From every part of the oil and gas fields similar records are 
scored with 
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is rolled in every len 
: i i The reason lies, first, in the nature of the iron used in all Byers tubular 
Genuine Wrous ala goods. This iron is produced under Byers control from ore mines to the finished 

! ) ' product, and is hand puddled and rolled into skelp without the addition of 


scrap of any kind. 


The resulting iron is tough and fibrous, the fibre giving to the pipe its 
UDIAS wonderful resistance to vibratory and torsional stresses which so quickly cause 
Line Pipe crystallization and fracture of other pipe. 


, INT D; Ps Secondly, the Byers practice of finishing the pipe insures welds which are 
zs - p as strong as the metal itself, and joints especially designed to withstand the 
severest physical stresses. 


\ 





Where corrosion is a factor, as with casing, 

line pipe and tubing, Byers pipe possesses all 

the advantages which have made the old.time 
iron famous for its rust resistance. 


f 


Brin ie’ A.M.BYERS COMPANY 


ig PITTSBURGH, PA. 


NEW YORK CHICAGO BOSTON 
LOS ANGELES HOUSTON 
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Gulf Coast Oil Operations 


By P. L. 


PRODUCTION !S INCREASING. 





HOUSTON, Tex., March 12.—Each week 
is witnessing a steady increase in the 
estimated initial output of the Gulf Coast 
pool, due to the completions in the Goose 
Creek pool and the working over of old 
wells in the other pools of the region. 
The estimate for this week is placed at 
79,227 bbls., as compared with an estimate 
of 77,400 bbls. for the week previous, or 
an increase of 1,827 bbls. for the week. 
The Goose Creek pool continues to lead 
in point of activity and will in all proba- 
bility maintain this position for the next 
six months. 

Some three-month contracts between the 
producers and the pipe-line companies ex- 
pire this month, but no apprehension is 
felt among operators regarding their re- 
newal at the prevailing contract figures. 
The Goose Creek pool has a few of the 
lowest-priced contracts in the entire Gulf 
Coast region. Early in September last 
some of the operators in that pool agreed 
to deliver their crude to the line at 65 
eents per barrel until July 1 next, but the 
bulk of the production in that pool is 
bringing $1 and $1.05 per barrel and some 
as high as $1.25 per barrel. The majority 
of the contracts in the other pools run 
for one year at $1.25 and $1.30 per barrel, 
except in the Markham pool, where no 
contracts were made, and producers are 
running their oil at $1 per barrel, the 
credit-balance quotation. 


The Sour Lake pool furnished the most 
noteworthy completion of the week, be- 
cause of its location in the new deep-sand 
section on the south side of the pool. It 
is the Gulf Production Co.’s No. 1 Thomp- 
son-Merchant and was finished Wednes- 
day at 3,134 feet, flowing about 500 bbis 
per day of oil testing 33 gravity Baume. 
About a month ago, the Yount-Lee Oil Co. 
completed No. 4 Lynn in this district, 
which flowed for several days, the gravity 
test showing 37 Baume. This well is now 
dead. The Gulf Co. is bailing No. 1-A 
Merchant, showing gas, and is pumping 
No. 5 Carpenter, which showed for a gas 
well last week at 3,000 feet. It is making 
25 bbls. a day on the beam. The Lake 
Graham Oil Co. got salt water when it 
tested No. 5 Bashara, an old hole worked 
over, at 3,000 feet and will pull the screen 
and go deeper. The Lake Oil Co. has a 
100-bbl. pumper in No. 8 Bashara, also an 
old hole, worked over to 2,080 feet. In 
the shallow district, Jackson et al.’s No. 
4 Hooks is making 15 bbls. on the pump 
from 876 feet. The Gulf Production Co.- 
Humble Oil Co. is building a standard rig 
over No. 16 Hardin, which was completed 
last week and flowed over 3,000 bbls. a 
day before quitting. The Gilbert Oil Co. 
has a 5-bbl. pumper in No. 78 fee, a shal- 
low producer. 

Humble fell down last week, the com- 
pletions in that pool being either dry or 
ordinary wells. The Producers Oil Co.’s 
No. 139 Hermann is a 30-bbl. pumper at 
800 feet and the same company’s No. 119 
Harrell is a 35-bbl. well at 840 feet. Braf- 
fer & Farish have abandoned No. 59 Ma- 
son at 755 feet. North of the river, the 
Onolaska Oil Co. got a 30-bbl. pumper in 
No. 2 House at 2,900 feet. The Leland Oil 
& Gas Co.’s No. 2 Hirsch is rated at 35 
bbls. from 1,145 feet. The Humble-Union 
Oil Co. has abandoned No. 5 Cortest at 
730 feet and the Gulf Production Co. ’s 
No. 10 Crow is a 10-bbl. pumper from 
2,315 feet. The Producers Oil Co.’s No. 
10 Crow is a 10-bbl.. pumper from 2,315 
feet. The Producers Oil Co.’s No. 18 
Wheeler-Pickens came in flowing fresh 
water at 1,235 feet. Such a well is not 
without value in the Coastal country and 
can be used to advantage by the company 
in its operations in that part of the pool. 


McGREAL 


Little of note developed in the Goose 
Creek pool during the week, where a num- 
ber of tests are nearing the 2,700-foot level 
and should be completed during the com- 
ing week. The Simms-Sinclair No. 2 
Hughes showed salt water when tested at 
2,625 feet and is being deepened. The 
Gulf Production Co. completed No. 8 Tabb 
Wednesday evening around 2,600 feet and 
it is flowing 3,500 bbls. The Gulf Co.’s 
No. 7 Churchill, No. 1 Trader and No. 4 
Wright are all nearing the pay. Both 
No. 1 Scorrgea and No. 7 Stateland, which 
showed salt water last week, the former 
at 2,908 feet and the latter at 2,660 feet, 
are being deepened. The Gulf Co.’s No. 
1 Hoffman-Galliard, which came in last 
week flowing 4,000 bbls. from around 2,600 
feet, is now flowing 2,000 bbls. per day 
pinched in. The estimated daily average 
of the pool is ‘placed at 21,000 bbls. for. the 
week. 

In the Spindletop pool, Wherry et al. 
have a 5-bbl. well in No. 1 Drummond at 
700 feet and Benton et al. a 10-bbl. well in 
No. 1 Wheless at 785 feet. In the Edgerly 
pool, the Victory Oil Co. put No. 2 Noble 
on the pump and it is doing 100 bbls. per 
day. 

Sinclair’s Latest Purchase. 

The Sinclair Oil & Refining Co. has 
closed for the interests of E. F. Sims and 
associates in Texas, Louisiana and Mex- 
ico. The consideration is not known, but 
rumors place it at $20,000,000. According 
to the terms of the deal Simms becomes 
a director in the Sinclair organization. 
The properties include leases and produc- 
tion in the Goose Creek and Sour Lake 
pools; leases and drilling wells at Damon 
Mound, Brazoria County; the Freeport- 
Mexican Fuel Oil Corporation, with a 
fleet of tankers and a topping plant at 
Mereaux, La., near New Orleans, and pro- 
duction in the Panuco field in Mexico. 
Mr. Sinclair repeated former statements 
that the company intends to lay an 8-inch 
line from Oklahoma and erect a refinery 
on the Gulf. It is probable that the re- 
finery will be erected on the Neches River, 
south of Beaumont, where C. A. Braley, 
vice president of the Sinclair Refining Co., 
has a tract of over 300 acres of land. The 
properties taken over by the deal are to 
go into a company known as the Sinclair 
Gulf Corporation and it is probable that 
T. W. White, who is now in Costa Rica 
for the Sinclair interests, will be placed in 
charge of the Gulf Corporation. H. F. 
Sinclair was accompanied here by C. A. 
Braley, vice president of the Sinclair Re- 
fining Co.; E. R. Kemp, of Tulsa, and 
C. A. Leonard, of New York, private sec- 
retary to Mr. Sinclair. The men were 
accompanied by their wives and also by 
Mrs. Charles McAdams and Miss Lucy 
McCullough, of Independence, Kas. The 
party left Thursday for Los Angeles in a 
private car. 

Field Operations. 

The Humble-Texas Oil Co.’s No. 2 Mor- 
ris, at Humble, which came in last week 
flowing by heads, is still making about 
150 bbls. a day and will be put on the 
beam. The Humble-Texas Co. will start 
another test at once. The Morris tract is 
south of the Stevenson. West of the 
Humble pool, the Atlantic & Gulf Oil Co. 
is sidetracking No. 2 Bodman around 2,800 
feet and will make a test at 3,000 feet. 
No. 2 on this tract is also sidetracking. 
South of the river, the Sun Co. is bailing 
No. 18 River at 3,190 feet and drilling No. 
19 at 2,100 feet, with a derrick up for 
No. 20. On the Landslide tract, the Pro- 
ducers Oil Co. is drilling No. 216 below 
1,500 feet and rigging up to start No. 217. 
This company is also rigging for No. 21 
Carroll & Gas Co. lease and drilling No. 
12 Koehler at 2,843 feet. Over on the 





north side of the river the company’s No. 





7 House is still shut down. Opposite the 
plant of the Humble Iron Works, on the 
Moonshine Hill road, the Huffstuttler Oil 
Co. has been completing a series of nice 
producers in the shallow pay. The com- 
pany’s No. 18 Hermann is drilling below 
700 feet and No. 19 around 567 feet. On 
its fee 500 acres, the Invincible Oil Co. is 
drilling No. 53 at 2,345 feet. The com- 
pany is rigging up for No. 54 and is drill- 
ing No. 55 below 380 feet. The Southern 
Petroleum Co. is below 900 feet in No. 21 
Landslide. South of Morris, the Mud 
Lake Oil Co. is still shut down in No. 1 
Victor Blanco at 1,650 feet. The Inter- 
national Oil Association is going in to 
deepen No. 1 Bender, which showed for 
a gasser somewhere below 1,150 feet. The 
Smith Oil Co. is drilling No. 5 Echols at 
675 feet and the Leland Oil & Gas Co.’s 
No. 3 Hirsch below 1,150 feet. The Gulf 
State Oil Co. is drilling No. 1 Taylor be- 
low 2,825 feet. Its No. 2 on the Marshall 
is below 1,700 feet and No. 3 Marshall is 
drilling around 1,560 feet. Brown et al. 
are below 600 feet in No. 2 Echols and 
the National Oil & Refining Co. has a 
derrick up for No. 8 Wimberly. They 
are working over old holes on the lease 
and increasing their production. The Guif 
Coast Oil Co. has set screen for a test in 
No. 3 in the shallow pay at 590 feet. The 
Delta Oil Co. is drilling No. 1 Bender be- 
low 1,000 feet and has a derrick up for 
No. 2 Bender. The Satsuma Oil Co. has 
a derrick up for No. 1 Fane, as has the 
Permit Oil Co. for No. 1 House. The 
Capitol Oil & Gas Co. has a showing for 
a pumper in No. 8 Bart at 1,120 feet. 
Strainer has been set. The Brazoria Oil 
& Gas Co. is starting on the Hirsch. 


Sour Lake. 

A scarcity of pipe is delaying work in 
the Sour Lake pool, in common with the 
other Coastal producing sections, and lit- 
tle new work is being undertaken by op- 
erators. On the Hardin lease, recently 
taken over from the Tarver Oil Co. by the 
Gulf Production Co., five rigs are running, 
drilling Nos. 30, 31, 32, 33 and 34. No. 30 
is below 2,100 feet and No. 31 is around 
2,000 feet. No. 32 is drilling at 2,169 feet 
and No. 33 at 875 feet, while No. 34 just 
started, is around 650 feet. On the Hardin 
80 acres, which is being operated jointly 
by the Gulf Production Co. and the Hum- 
ble Oil Co. five rigs are in operation, one 
working over an old hole and four making 
new holes. The bit is below 1,850 feet in 
No. 13 working it over. No. 17 is drilling 
below 2,235 feet and No. 18 is around 1,890 
feet. No. 19 is drilling at 2,140 feet and 
No. 20 below 850 feet. North of the 
Hardin Pace et al. are drilling No. 3 Hud- 
son-White below 2,300 feet, having set 
6-inch at 2,240 feet. Simms et al are 
around 1,800 feet in No. 3 fee and below 
900 feet in No. 3. The Wyatt Oil Co. is 
below 600 feet in No. 6 Meerchant and 
Bradley et al are deepening No. 2 Meag- 
her below 2,285 feet. The Crosbie Oil Co. 
is drilling No. 13 Hart at 1,315 feet, and 
the Creek Oil Co. is around 1,25u feet 
with No. 1 Jackson. The Lake View Oil 
Co. is drilling No. 2 Minor at 2,300 feet. 
The Sour Lake Development Co.’s No. 6 
Merchant is shut down and they are try- 
ing to shut off the water in No. 5 Mer- 
chant. The Producers Oil Co. is prepar- 
ing to test No. 288 fee and to drill No. 
283 fee deeper. This company is also 
deepening No. 1 Ashe and drilling No. 
1A Merchant around 2,800 feet. 


Goose Creek and Markham. 

The Texas Co., Gulf Pipe Line Co. and 
the Southern Pipe Line Co., which was 
purchased last month by the Humble Oil 
Co., are increasing their storage capa- 
city in the pool. The Humble Oil Co. is 
erecting a 55,000 bbl. steel tank on the 
Galliard in addition to the wooden tank- 
age it recently put up on Hogg Island. 
The Texas Co. is excavating for earthen 
storage covering three acres of land and 
intend to hold about 500,000 bbls. The 
Gulf Co. is also enlarging its storage 
capacity, having one earthern storage 
reservoir practically .ull. The oil in this 





storage, however, must be treated before 
it is available for pipe line use. The 
Gulf Production Co. is drilling No. 2 
Beaumont Petroleum Co. below 2,300 feet 
and No. 5 below 2,400 feet. No. 5A 
Wright is drilling at.1,625 feet. No. 2 
Galliard two and one half acres is 1,650 
feet in rock. No. 1 Moore in the bay 
is drilling around 2,500 feet. No. 3 on the 
Busch is drilling at 2,050 feet and No. 7 
Churchill is below 2,760 feet. No. 4 Smith 
is shut down, while No. 8 Tabb is below 
2,300 feet and No. 1 Jones below ?,200 feet. 
No. 5 Briggs is drilling at 2,395 feet and 
No. 1 Trader below 2,600 feet. The Gulf 
Co. has a derrick up to offset Simms- 
Sinclair No. 4 Sweet and also is prepar- 
ing to offset the Meyers et al gas well 
on the Schilling. The company is also 
working over No. 3 Tabb, one of the 
first big wells developed during the pres- 
ent boom in the pool. The Meyers gasser 
is harnessed and under control, but is 
opened occasionally to relieve the pres- 
sure. The Humble Oil Co. is drilling No. 
7 Galliard around 2,600 feet and No. 1 
DeMerritt below 2,300 feet. No. 9 Gal- 
liard is drilling 1,567 feet and No. 1 Pen- 
insula at 2,146 feet. No. 1 on the Smith 
is below 2,00 feet. The Simms-sSinclair 
interests have a derrick up for No. 1 
Jennings Island. On the Ashabel Smith, 
No. 1 is temporarily shut down and No. 
2 is drilling at 2,256 feet. On the Galliard 
Nos. 4 and 7 are drilling around 2,650 feet 
and No. 10 is below 1,800 feet. No. 1 
Hughes is drilling around 1,900 feet and 
No. 3 below 2,246 feet. .No. 1 Sweet is 
below 2,240 feet and No. 3 Sweet around 
2,600 feet. The Magnolia Petroleum Co. 
has set six and five-eighths casing in No. 
2 Duke and is now drilling ahead around 
2,500 feet. Blaffer & Farish are drilling 
No. Galliard at 2,675 feet and No. 3 Gal- 
liard at 2,260 feet.. West of the creek the 
Empire Gas & Fuel Co. is drilling No. 2 
Adey below 2,300 feet and No. 3 Adey at 
956 feet. The Texas Petroleum Co. 
(Christian, Mitchell et al.) are drilling 
No. 1 Blackwell’’s Peninsula below 2,250 
feet, while No. 1 Pelly and No. 1 Jones 
are both fishing jobs. Rucker & McFar- 
land are drilling No. 2 Wright below 1,450 
feet and No. 1 Armstrong around 2,250 
feet. The Goose Creek Petroleum Co. 
is below 2,500 feet in No. 1 Wright and 
Pierce et al. are setting strainer in No. 
1 Galliard, an offset to the Gulf Produc- 
tion Co.’s No. 1 A. Galliard. The Phoenix 
Oil Co. has set six-inch in No. 1 Smith 
and the Trinity Oil & Gas Co. is below 
3,000 feet with No. 1 Hoskins. The Suther- 
land Oil Co. is drilling No. _1 Castello at 
1,800 feet and the Atlas Oil Co. is around 
2,000 feet in No. 1 Castello. Both these 
tests are near the new town and some 
distance from tthe center of the pool. 

The Clem Oil Co. has set strainer in 
No. 11 Meyers, in the Markham pool, an 
old hole drilled deeper to 1,475 feet. This 
company wil also work over its No. 8 on 
this lease. Dr. P. S. Griffith is drilling 
around 1,000 feet one mile east of the 
pool. The Producers Oil Co. has a der- 
rick up on the Wilkinson, northwest of 
its gas well on the Gray and is rigging 
up for a deep test on the Hudson, the 
location being about 1,500 feet east o1 pre- 
duction. The Simms- Sinclair interests 
are starting on the Boyd, about half a 
mile from the Gray. South of the pool 
Doheny et al. are drilling No. 2 Smith 
with cable tools below 3,000 feet and the 
Producers Oil Co. is sidetracking on the 
Kountz around 2,000 feet. Hamill et al. 
are drilling on the Kountz land be!ow 
2,300 feet. Bay City men will work over 
the old wells on the Square Deal Oil Co.’s 
lease and probably will drill a deep (vst. 

In Other Pools. 

In the Batson pool the Guif Producitun 
Co. is building a standard rig over No. 
55 Choate to put it on the neam. This 
company is also rigging up to deenen 
No. 7 Kirby, an old hole. The Ada Belle 
Oil Co. is Grilling No. 4 Milhome at 2.315 
feet and drilling No. 21 Moonshine in the 
shallow-sand section at 500 feet. The Sun 
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THE UNITED IRON WORKS COMPANY 


IOLA, KANSAS 


MANUFACTURERS AND ERECTORS OF COMPLETE REFINERIES AND OIL STORAGE 


WE WILL TAKE YOUR REFINERY SITE, ERECT YOU A COMPLETE REFINERY, OF 
ANY CAPACITY, AND TURN IT OVER TO YOU READY FOR OPERATION 


General Offices, SPRINGFIELD, MO. 
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15 Reeves Vertical Gas Engines Installed 
in Gasoline Plants in Past Four Months 





HIS demonstrates that the higher 

first cost, economical, and reliable 

Gas Engine of the vertical type is 
being recognized by the oil men as a 
competitor of the two-cycle and cheaper 
engines installed heretofore almost ex- 
clusively in the oil field. 


Expressions of satisfaction from owners 
and repeat orders evidence the appreciation 
of ‘‘higher grade’ instead of ‘‘cheap 
first cost.” 





Engines built for direct connection to 
Compressors and Generators as well as 
belt driven. 


Send all inquiries for engines and line 
work to 





THREE-CYLINDER REEVES GAS ENGINES. BELT CONNECTED TO INGER- 
SOLL RAND GASOLINE COMPRESSORS IN GASOLINE PLANT OF 
THE B. B. STROUD CO., BRADFORD, PA. 


THREE 175-H. P. 


HOPE ENGINEERING & SUPPLY CO. 


PITTSBURGH, PA. MT. VERNON, OHIO . TULSA, OKLA. 


BUILDERS OF PIPE LINES DESIGNERS AND BUILDERS OF GASOLINE RECOVERY PLANTS 




















A DUST SETTLER WITH ALARGE DEMAND 


In the home, public buildings, stores, railway stations, offices, etc., dust is one of the 
greatest menaces to health. The dust question is being discussed and measures adopt- 
ed to combat it by both physician and layman. This has assisted materially the sale of 


STANDARD 


Floor Dressing 


Wherever it has been used it has proven successful. It not only keeps down the dust but prevents the 
spread of disease germs and acts as a powerful disinfectant. It also preserves the floors and prevents 


shrinkage and splintering of the wood. : ~ 

Wide publicity has spread the name and fame of Standard Floor Dressing, till today it is known and used 
all over the country. People are being educated to the use of Standard Floor Dressing and are asking for it. 
Be ready for the business. Standard Floor. Dressing comes in one and five gallon cans, also barrels. 


SOLD THROUGH JOBBERS MANUFACTURED BY 


STANDARD OIL COMPANY 


(INCORPORATED) 
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Co. is depening No. 55 Milhome and the 
Gulf Production is below 1,100 feet with 
No. 3 Tucker. The United Petroleum 
Co.'s No. 3 Thresher is shut down for 
the present. Southeast of the pool the 
Paraffine Oil Co. is drilling No. 9 Prairie 
at 1,800 feet and rigging up for No. 2 
The Phoenix Oil Co. is driling 
No. 4 Milhome below 1,500 feet. The 
had McClain Oil Co. has a derrick up 
for No. 1 Choate. 

The City of Beaumont has decided to 
lease Spindletop Park, an undeveloped 
tract of 17 acres near the old pool and 
will invite bids for the lease until March 
20. Beaumont operators are advocating 
another deep test at Spindletop, but the 
acrege is cut up into such small sections 
and the ownership so widely scattered 
over the country that the city commis- 
sioners were prevailed upon to open the 
park for oil development purposes. On 
the hill the Stella Oil Co. is setting the 
screen in No. 3 Owl at 815 feet for a test. 

In the Saratoga pool, the Rio Bravo 
Oil Co. is drilling No. 355 fee at 1,368 feet. 
The Lee Oil Co. is below 850 feet in No. 3 
Ogden and the Regna Oil Co.’s No. 1 Teal 
is drilling at 985 feet. The W eldon Oil 
Co. is setting strainer in No. 3 Ogden for 
a test at 1,098 feet and the Webb Oil Co. 
is fishing for drill pipe stuck in the hole 
in No. 1. The Producers Oil Co. has se- 
cured leases on about 300 acres out of 
the Ogden holdings and will make a deep 
test. 

In the Jennings pool, the Crowley Oil 
& Mineral Co. is drilling No. 61 fee at 
1,945 and the Gulf Refining Co. is going 
in to deepen No. 10 S. F. S. The Produc- 
ers Oil Co. is below 1,300 feet in No. 101 


Latreille and the Evangeline Petroleum 
Co. is bailing No. 4 Arnault, showing salt 


water. Getty et al. is drilling No. 4 Boeh- 
ringer and Barden & Kendall are pulling 
back in No. 1 Heywood for a test. 

The Gulf Refining Co. is drilling No. 27 
Gardiner & Noble in the Vinton pool at 
2,700 feet and is bailing No. 30. The Pro- 
ducers Oil Co. is preparing to bail No. 6 
Vincent, having set strainer at 2,500 feet. 
The Vinton Petroleum Co. is drilling No. 
8 Harmony below 2,000 feet and the Gum 
Cove Oil Co. is building a standard rig 
over No. 2 Lucky Four to put it on the 
beam. Siess et al. are drilling a deep 
test in the pool in No. 1 Vincent at 3,235 
feet. The Gulf Coast Oil Co. is below 
2,500 feet with No. 6 Big Ten lease and 
Vinton Petroleum Co. is drilling No. 3 
Gray below 2,250 feet. Wilson & Tucker 
have a derrick up for No. 7 Parks and 
aer drilling No. 4 Lyons at 1,700 feet. 
The De Ridder Oil & Gas Co. is below 
1,400 feet with No. 2 Lezzo. The contract 
of the Sun Pipe Line Co. with the Vinto 
Petroleum Co. having expired, the former 
company is removing its tanks and pumps 
from the pool. 

In the Edgerly pool, the Gulf Refining 
Co. is drilling No. 8 Landry at 2,500 feet 
and No. 3 Paraffine below 3,400 feet. No. 
5 Drew is around 2,750 feet and No. 7 
Higgins below 2,300 feet. The company 
is bailing No. 2 Moore, with screen set at 


2,885 feet. It is an old hole drilled deeper. 
The Victory Oil Co. has started No. 12 


Lilliard and is drilling below 350 feet and 
is rigging up for No. 3 Noble. The Trav- 
elers Oil Co. has a derrick up for No. 2 
Muller, the location being about 150 feet 
east from No. 1. The Pelican Oil Co. has 
a fishing job in No. 1 and the Lyons Gulf 
Coast Oil Development Co. is drilling No. 
2 at 900 feet. The Edgerly Petroleum Co. 
will abandon No. 3 Fairchilds, an old hole 
in which the pipe stuck while it was be- 
ing worked over. The Chastain Oil Co. 
set screen in No. 1 Burton at 2,860 feet 
and it showed salt water. It will be 
pulled and the drill sent deeper. The 
company has made three unsuccessful 
tests in this hole between 2,340 and 2,860 
feet. The Victory Oil Co. is pulling back 
in No. 11 Lilliard to make a test at 1,900 
feet for shallow pay, the hole showing 
salt water when strainer was set and a 


test made at 2,350 feet. The Louisiana 
conservation law requires operators to 
store salt water from the wells from 


March 1 to Sept. 1, so as to prevent pol- 
lution of streams from which the rice 
plantations are irrigated. Operators in 
the pool have prepared their storage facil- 
ities and will care for the salt water in 
compliance with the law. 

The test of the New Iberia Oil Co. on 
the Bolivar tract, near New Iberia, La., 


has not as yet been put on the beam. It 
is said it shows for a 200-bbl. pumper, the 
oil testing about 24 degrees Baume. The 
Gulf Refining Co.’s No. 1 Schwing is shut 
down at 1,100 feet. The company has a 
rig up for No. 1 Ledet. The Gulf Co. has 
shipped a number of rigs from the Vinton 
pool. Leasing is quite active in the ter- 
ritory around New Iberia and extending 
over close to the old Anse La Bute pool, 
east of Crowley. The Gulf Refining Co. 
has leased a 50-acre tract from Robert 
Martin, paying $4,500 bonus and one-sixth 
royalty. The lease carries a six months’ 
drilling obligation. The same company 
has secured a lease on 40 acres from Mrs. 
Rogers, of Arnaudeville, La., for $1,000 
and one-sixth royalty and four acres from 
Weeks & Domengeaux for $500 and one- 
sixth royalty. The driling obligation on 
the latter two pieces of land is one year. 
The Producers Oil Co. has secured 50 
acres out of the Jeannie Louise 100 acres 
from Dr. Rene Martin et al., of Crowley, 
La., for $1,700 and one-sixth royalty. The 
company agrees to start a test within four 
months. The Carrdine Oil Co. completed 
a well on the Smith in the old Anse La 
Bute pool at 1,350 feet, which showed for 
a 5-bbl. pumper. It has been temporarily 
abandoned. The Beck Oil Co. is starting 
eight miles west of Orange, Tex., and the 
Orange Petroleum Co. is drilling at 1,100 
feet on the Kishi tract, near the one pro- 
ducer of the Rio Bravo Oil Co. in the 
Terry pool. Clay et al. are preparing to 
make another test near Wallisville, Cham- 
bers County, near where a test was re- 
cently abandoned at 1,760 feet. The Gulf 
Production Co. has started No. 5 at White 
Point, in the Corpus Christi district. The 
Southern Gas Co. has a fishing job on the 
Sidermann, west of Corpus, a string of 
casing being lost at 1,850 feet. The test 
of the Ramsey Oil Co. is still shut down 





3,100 feet at Seabrook, Galveston County. 
Abercrombie et al. showed salt water in 
their test at Nome, seven miles south of 
the Sour Lake pool, when strainer was set 
and a test made at 3,415 feet. McLean 
et al. are below 1,200 feet at High Island. 
The Gulf Production Co. has abandoned 
the test, which showed for a small well, 
on the Warren ranch at Hockley and 
moved the rig over to start another hole. 
Bennett et al. on the Bennett subdivision 
of the Duncan survey, east of Houston, is 
shut down at 1,700 feet. The Midway Oil 
Co. is below 1,450 feet at Sheldon, Harris 
County, and the Hoyt-Davis Oil Co. is 
drilling around 1,100 feet on the Mont- 
gomery road, 11 miles northeast of Hous- 
ton. The Harris County Oil Co. is start- 
ing about one mile to the south. The 
Spring Creek Petroleum Co. is below 2,500 
feet at Spring. The Koppe Oil Co. has 
a derrick up near Cross Timbers, eight 
miles north of Houston. The Empire Gas 
& Fuel Co. is fishing for the drill stem 
at 2,550 feet in the test three miles south 
of Liberty and K. J. Schumacher is near- 
ing 3,000 feet in the test in the Hog- 
wallow district, eight miles south of Day- 
ton, Liberty County. G. F. Shields, of 
Kansas City, is rigging to start on 5,000 
acres south of Hempstead, Waller County. 
Personals. 

Herbert R. Lucke has resigned as South- 
ern manager for the De La Vergne Engine 
Co. to become vice president and manager 
of the Hughes Tool Co. G. A. Palmer, of 
New York, succeeds Mr. Lucke as South- 
ern manager for the De La Vergne En- 
gine Co., with Houston headquarters. 

J. W. Jolly, in charge of the work being 
done in South Texas by the Empire Gas 
& Fuel Co., has returned from a trip to 
Tampico. 

George Forney and Chas. Browen, of 
Shreveport, are now both with the Gulf 
Production Co. in the Goose Creek pool. 
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EASTERN FIELDS SNOW-BOUND. 





PITTSBURGH, Pa., March 12.—For the 
greater part of the week just closed de- 
velopment work in the Eastern fields was 
held up by the greatest fall of snow dur- 
ing the present winter. On the level it 
was a foot deep and in places the drifts 
filled the roads to the height of the 
fences. Teamsters would not attempt to 
get through with supplies and material 
for wells that were under way and start- 
ing. The tie-up was even more complete 
than during the extremely cold weather. 
On the whole, the winter has been the 
most trying for operators in a number of 
years. 

Fewer wells were completed during the 
past week than for any like period during 
the winter. In the list of completions 
there were few above the average in pro- 
duction. In a general way, Southwest 
Pennsylvania is as interesting as any 
other section in the Eastern fields. Each 
of the four counties have one or more 
attractions for the local talent. The 
new development in Springhill Township, 
Greene County, looks the most promising. 
The recent completion to the northeast, 
located on the Wilson Miller farm, is pro- 
ducing 60 bbl. a day. The well has not 
gas enough to make it flow and its pro- 
duction is obtained by swabbing. This 
is the first well completed in that district 
since the two wells on the George Ismin- 
ger farm came in. Development work in 
the vicinity of the last named wells is 
progressing as rapidly as weather condi- 
tions will permit. Within a few weeks 
more will be known. of the capabilities of 
the Gordan sand territory to supply new 
production. There are 10 wells drilling 
and starting and nearly all important as 
;to location and touching an extension as 
|to the producing liimts of the pool. 


In Morris Township, Washington Coun- 
ty, near the Greene County line, the Arco 
Oil Co.’s No. 4 on the J. S. Watson farm 
is producing 75 bbls. a day from the 
Gantz sand. There is some new work 
under way and starting in the district, 
but the pool has been pretty well defined. 





East Finley Township has more new work 











Pennsylvania-West Virginia 


By D. S. WAKENIGHT 


than any other district in the county. The 
late wells, while not in’the gusher class, 
are profitable producers and located in 
a section that has not been so fully devel- 
oped as to preclude the starting of con- 
siderable new work. 
extension there is still room for develop- 
ment work and some starting. 

The stellar attraction in Allegheny 
County is the Wildwood Oil Co.’s test on 
the George and John Grimmer farm, lo- 
cated in Marshall Township and a very 
short distance from the Butler County 
line. The well is holding up at 75 bbls. 
a day since it was shot and it looks like 
the forerunner of a new pool. There is 
room for extensions in all directions ex- 
cept to the north, where there are several 
light pumpers on the Industrial School 
property. Holders of leases in that vicin- 
ity are losing no time in starting new 
work. The owners of the Grimmer farm 
well still insist that the oil was developed 
in the boulder. The new well on the 
Schoeller farm in the old Moon Run field, 
Robinson Township, is a fair producer. 
The rigs for several new wells in the 
vicinity are building. The Ingomar pool, 
in Franklin Township, has very little new 
work starting. 

For a number of years development 
work in Beaver County has been less 
fruitful than in any other county in the 
southwest. It was thought that Beaver 
County was no longer capable of furnish- 
ing anything larger than light pumpers. 
A few weeks ago, when Ferguson & Co. 
drilled in a well on the Connell farm, lo- 
cated southwest of the old Ferguson field, 
they were rewarded with a good producer 
that has been holding up steadily at 45 


bbls. a day. There are several wells 
starting on the Connell and adjacent 
farms. 


Recent Developments. 


Gassers and light pumpers are the best 
all sections had to offer at the close of 
the week. in Troy district, Gilmer Coun- 
ty, West Virginia, the Hope Natural Gas 
Co. drilled No. 4 on the A. L. Rymer farm 
through the Gantz sand. It shows for a 
5-bbl. pumper in that formation. The 
South Penn Oil Co. holds the oil right on 


In the Burgettstown | 





this farm and the well has been turned 
over to that company. In Southwest dis- 
trict, Doodridge County, the Philadelphia 
Co.’s test on the William Adams farm is 
a light gasser in the salt sand. 

In Freeman’s Creek district, Lewis 
County, the Reserve Gas Co. drilled No. 4 
on the S. D. Camden tract into the Big 
Injun sand, developing a fair gasser. The 
Reserve company, the Hope Natural Gas 
Co. and the Philadelphia Co. are starting 
a large amount of development work in 
Lewis County. Lewis County has a large 
undeveloped acreage in the gas areas. 

In the Dent’s Run pool, Mannington dis- 
trict, Marion County, the Bastern Petro- 
leum Co. has completed and shot No. 5 
on the Alfred Kendall farm. It is esti- 
mated to be good for 100 or more barrels 
a day. The location is inside of defined 
limits. This is the second completion by 
the Eastern company on this farm since 
it was purchased from Hickman & Huff- 
man. In the same pool, F. W. Bartlett’s 
No. 3 on the Z. E. Batson farm produced 
760 bbls. the second 24 hours it was shot. 
Shooting the old wells in this pool helps 
temporarily. They respond liberally, but 
decline rapidly. 

Drilling and Starting Tests. 

At a time when the demand for pro- 
ducing territory is so great, operators are 
keeping a close watch on development 
work and test wells drilling and starting 
are all of more or less interest. Roane 
County is receiving a good deal of atten- 
tion and Calhoun County is not much less 
important. On Little Creek, Spencer dis- 
trict, Roane County, the Pure Gas Cé. is 
due in the Big Injun and at a test on the 
Willis Walker farm. The same company 
is rigging up at No. 2 on the G. M. Ser- 
gent farm. On the same stream, the East 
Side Oil Co. is drilling on the Mary M. 
Greenfield theirs’ farm. On Barnes’ Run, 
Spencer district, G. L. Cabot is drilling 
on the Carl Nichols farm and rigging up 
at a test on the Eugene Ball farm, located 
on Reedy Creek, Curtis district. On Spring 
Creek, in the same district, the Parker & 
Edwards Oil Co. is pushing development 
work on the David Simmons farm. Nos. 
20 to 24, inclusive, are starting and the 
rig material is on the ground for No. 15 
on the Jacob A. Harris farm. On Frozen 
Camp Creek, Curtis district, the United 
Fuel Gas Co. is drilling on the Martha 
McCready farm. On Mill Creek, Washin- 
ton district, Jackson County, the same 
company has started a test on the J. H. 
Evans farm. 

On Long Drain Run, Church district, 
Wetzel County, the Manufacturers Light 
& Heat Co. is due in the sand at a se’- 
ond test on the Sarah Higginbotham farm 
and has started to drill on the Samuel 
Teagarden farm. On Fishing Creek, Lib- 
erty district, Marshall County, the same 
company has made a location on the Rob- 
ert M. Bonar farm. The same company’s 
test on the Newton Hibbs farm, in the 
Dent’s Run pool, is delayed with a fishing 
job. On Dunkard Creek, Battelle district, 
Monongalia County, the St. Leo Oil & 
Gas Co. is rigging up at a test on the 
Fielding Straight farm. On Little Ten 
Mile Creek, Sardis district, Harrison Coun- 
ty, the Hope Natural Gas Co. has started 
to drill on the William N. Edgell farm. 
On Pike Fork, McClellan district, Dodd- 
ridge County, the same company is start- 
ing on the Augustus Coffman farm. 

In Salt Lick district, Braxton County, 
there is a large amount of experimenta! 
work under way and starting. In this 
district the Hope Natural Gas Co. is drill- 
ing and starting tests on the Aldie Berry, 
T. R. Brown, R. F. Ritter, E. A. Stalkard, 
E. B. Rush and M. E. Shouldis farms. In 
the same district, the Philadelphia Co. is 
very active. It is drilling and starting 
tests on the Lewis Bennett, C. H. Bosley, 
L. T. Shock, M. J. Clawson, R. E. Hop- 
kins, T. F. Carney and W. W. Singleton 
farms. In Collins Settlement district, 
Lewis County, Tenney & Hiner are drill- 
ing on the James Mick farm. On Picken- 
paugh Run, Grant district, Wetzel County, 
the Consolidated Oil Co. is starting on the 
W. T. Rive farm. 

Late completions in the Southeastern 
Ohio fields are located in shallow terri- 
tory. Near Roseville, Brush Creek Town- 
ship, Muskingum County, the Fritz Oil & 
Gas Co. drilled its No. 3 on the William 
Longstreth farm through the Berea grit. 
It is a very light pumper, located south 
of production. In Lawrence Township, 
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Washington County, Charles Feickeisen 
drilled a test on the Nathan Smith farm 
through the first Cow Run sand and it 
shows for a 5-bbl. pumper. This location 
is 2,500 feet northwest of production. 
In the vicinity of the Isminger farm pro- 
ducers, in Springhill Township, Greene 


County, Pa., there will be two important 
wells due to get the sand this week. They 
are the Manufacturers Light & Heat Co.’s 
test on the E. B. Moose farm and No. 4 
on the BE. Warrick farm. A week later 
the same company’s test on the D. S. 
Greggs farm will be due to get the sand. 








Fields of The 


Central West 


By “WHIT” 


CASING IN DEMAND. | 





FINDLAY, O., March 12.—There -_ 
numerous things at this time in the Cen- | 
tral West fields that prohibit active opera- | 
tions. During the week the fields have} 
been visited by a variety of weather con- | 
ditions. First came a heavy rain that | 
caused high water in all the streams and 
made the highways so muddy that nothing 
could be moved over them, and then came 
snow that did not help the case much, 
and this, followed by bright sunshine, did 
the work up properly and it will take a 
couple of weeks of real hot weather to 
dry up the roads. Another thing that will 
bar work to some extent is the high 
prices that prevail for pipe and its 
scarcity. Operators in the Lime fields of 
Ohio and Indiana and those in the Illinois 
fields will not suffer so. much, as there 
are still a large number of wells that 
hardly pay to pump, even at present 
prices, and these can be pulled out and 
the material utilized for the drilling of 
new wells. There is very little second- 
hand pipe in the market, as it has been 
gobbled up by Oklahoma and Kansas op- 
erators and shipped to those two States. 
Two years ago the railroad sidings in 
parts of Indiana and Ohio were lined with 
piles of casing, but none can be seen at 
this time. There are quite a number of 
old wildcat wells drilled some years ago 
that failed to show any production and 
the pipe was left in them, and these wells 
are now being bought by the second-hand 
dealers, and they find a ready market at 
good prices for the pipe that is in shape 
to use in other drilling. There were many | 
wells abandoned in the three States men- | 
tioned until a few months ago, or when 





oil went to the present high figure, and | 
con-|crowded and other boarding houses are 


then the owners of the “strippers” 


say the prospects look good, but the drill 
alone will tell the story. Owners of leases 
announce that they will start the test 
work as soon as the roads are in shape 
to haul material and as soon as con- 
tractors to do the work can be secured. 
The country through which the geologists 
claim that the oil belt runs is that section 


lof the county least adapted for agricul- 


ture and farming interests will not be 
materially hampered by the oil work. Any 
farmer can well afford to let the oil men 
drill wherever they please, if oil is found 
in paying quantities, for the royalty 
means much to the landowner and over- 
shadows the income from farming. The 
farmers that have leased are very en- 
thusiastic over the outlook, and should oil 
be found in good quantities it will mean 
much for the farmer that has been strug- 
gling along for years to eke out an ex- 
istence from the sail. 

Speculators and oil operators are push- 
ing lease work in the new field near 
Olympia and Salt Lick, in Bath County, 
Ky. There is a rush on for leases to the 
south and east of Olympia. Leases change 
hands frequently and speculations of this 
kind are rife. David Stamper, of Owings- 
ville, has got into the game. He leased 
a tract of land in the new prospective 
feld a few days ago and will proceed to 
develop it. N. P. Richardson leased his 
300-acre farm a short distance south of 
Olympian Springs to Estill County oil 
men for $600 bonus and a one-eighth roy- 
alty. Bell & Davidson, the West Virginia 
operators, who drilled the two producing 
wells on the Haney farm, near Olympia, 
struck an oil pay in their No. 3 at a 
depth of 170 feet, but are drilling it for 
the sand found at about 200 feet. The 
hotels at Olympia and Salt Lick are over- 


cluded that the wells were still worth!being started to care for the oil men. 


handling on the powers. Close to 20 old 
wells have been abandoned the past few 
days in the Montpelier field, in Harrison 
Township, Blackford County, Indiana; also 
in Jackson Township, Wells County, same 
field, but the pipe was gobbled up at once 
by large operators at good prices. 
Kentucky Developments. 

Work is active in part of Kentucky, 
with Estill and Allen Counties in the lead 
Allen County would be equally as active 
as Estill were there pipe-line facilities to 
take care of the output. It would require 
the laying of many miles of pipe to con- 
nect the Allen County field with the 
Cumberland Pipe Line Co.'s lines running 
to the East, but no doubt it would mean 
a development of the territory along the 
line if one was put in, as there is térri- 
tory that is known will produce oil in 
commercial quantities between the Wayne 
County line and the Allen County devel- 
opment. 

There is a little leasing excitement in 
Montgomery County, Kentucky. That oil 
abounds in paying quantities in that 
county is the opinion of many oil men 
and practically all the land available in 
the eastern section of the county along 
the Bath and Menifee County border has 
been leased by men representing West 
Virginia interests. A great deal of Mont- 
gomery, around Jeffersonville, Levee and 
Bean, in the southern part of the county, 
was leased some time ago following the 
oil excitement in Powell and Bstill Coun- 
ties, and during the past few weeks rep- 
resentatives of J. J. Allen, of Mannington, 
W. Va., have secured leases for oil and 
gas on 6,194 acres in the eastern edge of 
the county. It is reported that these 
same interests are leasing land in Menifee 
and Bath Counties, especially in the Salt 
Lick and Olympia neighborhoods. Many 
landowners in the prospective sections are 
declining to lease their lands f6r_drilling, 
preferring to await the outcome of the 
prospecting which the Allen interests are 
soon to begin on their holdings. This is 
a mistake, for if the landowners won’t 
lease to legitimate oil men who mean busi- 
ness, others will not drill the territory or 
test it out for a few small tracts of land 
in wildcat territory. Men who are familiar 
with the Kentucky oil situation insist that 
the rich Bstill County field extends 
through Powell into Montgomery and geol- 
ogists who have gone over the territory 
appear sanguine that all the efforts to lo- 


Bert Connett is at work on two wells on 
Cow Creek, and Mr. Samberson, who is 
drilling a test on the W. F. Dickerson 
farm, near Salt Lick, is very hopeful of 
getting a well. All the land leased is on 
the south side of the railroad and the 
tendency is to go in a southerly direction 
with the drilling toward the fields in 
Powell and Estill Counties. 
Sold Many Leases. 

During the past several months C. J. 
Sipple, of London, Ky., has bought and 
sold over 100,000 acres of leases in Laurel 
and adjoining counties of Kentucky to 
various oil concerns, which shows that 
the trade has returning faith in the coun- 
try in the Blue Grass regions. Mr. Sipple 
has insisted that Laurel County is vested 
with rich oil pools and has been success- 
ful in getting men of capital to invest in 
the county. The next move is to find oil 
in the county, as none has been found up 
to this time. To the west of Laurel 
County lies Pulaski County, which is be- 
ing actively leased at this time. To the 
south is Whitley County, with producing 
wells at Williamsburgh, and to the south- 
west is McCreary County, which also has 
same production, and Estill County is to 
the northeast, so that there is a possi- 
bility of oil being found somewhere in 
Laurel County. 

Illinois Field. 

It is only at this season of the year that 
little work can be accomplished in the 
Illinois field, due to the bad roads. Only 
two wells were reported for the week from 
Crawford County and they were both in 
Honey Creek Township. The Ohio Oil 
Co.’s test on the northeast corner of the 
M. Taylor farm, Section 19, pumped but 
3 bbls., and H. D. Barker and others’ No. 
1 on the S. A. Longnecker farm, Section 
7, pumped 25 bbls. 

In Dennison Township, Lawrence Coun- 
ty, the Ohio Oil Co.’s No. 10 on the north- 
west corner of the John Mieuer farm, Sec- 
tion 24, pumped 388 bbls.’ from the Kirk- 
wood and Tracy sands at a total depth 
of 1,823 feet. 

In Breese Township, Clinton County. 
G. W. Ewing and others’ test on the D. 
Niemeyer farm, Section 12, pumped 10 
bbls. The top of the sand was found at 
937 feet and drilled to a depth of 941 feet. 

In Wabash Township, Wabash County, 
the Sian Oil & Gas Co.’s No. 1 on the P. 
Shafer farm, Section 3, was dry at 1,568 
feet. 





cate a paying well will not be vain. They 


In ‘Stoneport Township, Saline County, 





the test well drilled by the Ohio Oil Co. 
on the James Royce farm, Section 24, 
same township, was dry and abandoned 
at 1,547 feet. Same company drilled a dry 
hole in a test on the M. P. Halliday farm, 
in Section 24-6s-lw, near Duquoine, in 
Perry County. 
Indiana Field. 

Few completions are made in the Indi- 
ana field and there is not véry great pros- 
pects of much work during the season 
unless something new is discovered in a 
wildcat way. Possibly some new work 
will be done in the old fields in proximity 
to well that have been pulled out and 
abandoned in the past, but the scarcity of 
gas for fuel is one drawback that has an 
effect upon work around Marion, Mont- 
pelier, Portland, Muncie and other local- 
ities. 

In the western section of the State, in 
Madison Township, Pike County, the Ohio 
Oil Co.’s No 3 on the northeast corner 
of the J. O. ‘Sutton farm, Section 30, 
pumped 10 bbls. from the Brown sand at 
from 1,267 to 1,271 feet. Michael Mur- 
phy’s No. 2 on the J. R. Gladish heirs’ 
farm, Section 30, pumped but 1 bbl. at 
1,271 feet, but the well shows about 50,000 
eubic feet of gas. ; 

In Hamilton Township, Sullivan County, 
the Mechanics Ice & Coal Co.’s test on 
the southeast corner of their own prop- 
erty, in Section 34, was dry at a depth 
of 876 feet. 

Lima Operations. 

Near Pemberville, in Freedom Town- 
ship, Wood County, the Cleveland Fuel 
Oil Co.’s No. 8 on the southwest corner 
of the H. Hoodlebrink farm, Section 15, 
pumped 5 bbls. In Henry Township, the 
Tom Corwin Oil & Gas Co.’s test on the 
northwest corner of the W. E. Diebley 
farm, Section 26, pumped 35 bbls. at 1,370 
feet. In Liberty Township, the Ohio Oil 
Co.’s No. 15 on the S. M. Cook farm, Sec- 
tion 36, pumped 70 bbls. at 1,459 feet, and 
O. A. Browning and others’ test on the 
northeast corner of the M. Sawyer farm, 
Section 10, was dry. 

In Liberty Township, Hancock County, 
the Ohio Oil Co.’s No. 57 on the J. New- 
house farm, Section 20, pumped 45 bbls., 
and is looked upon as above the average 
for that field, where drilling has been go- 
ing on for close to 27 years. 


MORE WORK WILL BE DONE IN 
PARTS OF WHITLEY COUNTY. 





IRVINE, Ky., March 10.—Report from 
the Williamsburg field in Whitley County, 
Ky., is that development work is going 
rather slow there at this time, but better 
weather conditions will bring about more 
activity. Thousands of acres of land have 
recently been leased in all sections of the 
county and most of the blocks call for a 
well within a short period, which will 
hustle the lease owners to comply with 
the terms to save rentals. A deal is now 
pending at Williamsburg whereby J. N. 
Mahoney, of Parkersburg, W. Va., will 
purchase the wells and holdings of the 
Disel Oil & Gas Co., and if the deal goes 
through, of which there is little doubt, 
the new owner contemplates the drilling 
of a number of wells on the property as 
soon as material can be gotten on the 
leases. This is the oldest oil-producing 
property in Whitley County, and has been 
a source of revenue for the owners for a 
dozen years or so, the oil having been 
shipped by tank cars to the Cumberland 
Pipe Line Co. at Somerset. E. C. Disel 
the manager of this company, has been 
on the ground for years and knows that 
part of Kentucky better than any other 
man in the oil game. 

Quite a number of old-time producers 
have been in Whitley County of late look- 
ing the conditions over. Among them 
were such well-known oil men as A. C. 
(Sandy) McDonald of Bowling Green, O.; 
a representative of the Ralph Bros. of 
Bradford, Pa.; Mr. Hazlett, R. W. Carroll, 
F. E. Courson, John Cupler and others, 
and all are more or less’ enthused over 
the outlook. It is announced that A. C. 
McDenald and F. E. Courson will do some 
drilling on a block of territory just across 
the Cumberland River, from the G. W. 
Raines farm, and on the Rhoda Snyder 
farm, east of Williamsburg. Ralph Bros. 
are in the market and will probably pur- 
chase some old production in the field 
and do some drilling. R. W. Carroll and 
John Cupler have secured a large acreage 
in the field and) will do some work. They 
are also interested near Barboursville, in 
Knox County. 

The Whitley Oil & Gas Co. has a rig 
up for a test on the C. A. Moss farm, 
and about 400 feet southeast of the same 
company’s No. 2 well on the E. S. Moss 
farm. This company drilled its first well 
on the E. S.Moss farm about ten years 
ago, and the second well was completed 
a month ago. Both wells are now pump- 
ing-and are_light, probably about 10 bbls. 





a day. The Southwestern Kentucky Oi! 
& Gas Co.’s well on the C. S. Moss farm, 
about a mile and half southeast of Wil- 
liamsburg is due for completion. There 
is considerable interest manifested in this 
test, for should it come in a paying well 
it will open quite a lot of new territory 
to the southwest. The Kentucky Oil Co. 
will shoot Nos. 1 and 2 on the G. W. 
Raines farm. No. 1 will be given a 140- 
quart shot and No. 2 about 160 quarts 
and as both wells are making good show- 
ings, should produce close to 75 or 100 
bbls. each. This farm is almost east of 
Williamsburg. The Sun Co. is drilling at 
its test on the Jessie Barton farm, about 
a mile southeast of the wells on the G. 
W. Raines farm. Brandon & Collins, op- 
erators of Toledo, have a well about ready 
to start on the Gibbs heirs’ farm, located 
nearly a mile east of the Kentucky Oil 
Co.’s wells on the G. W. Raines farm. It 
is reported that Bill Hoffman, the well- 
known operator, expects to start a. test 
well soon on the George Faulkner farm, 
east of Williamsburg. 
Estill and Wayne Countles. 


The Irvine field, in Estill County, Ken- 
tucky, shows but few good wells for the 
past several days. W. L. Parmenter and 
others made the best strikes when they 
drilled in their Nos. 7 and 8 on the Allen 
Powell farm, in the Wagersville district, 
which produced 150 bbls. each. 

The Root-Hupp Co.’s No. 17 on the Mc- 
Intosh farm, which is owned in fee by 
the company, pumped 25 bbls. W. S. 
Raydure’s No. 11 on the F. B. McIntosh 
farm pumped 30 bbls., and No. 10 on the 
Tilford McIntosh farm pumped 25 bbls. 
Wilson & Neely’s No. 7 on the C. B. 
Boberly farm pumped 36 bbls. 

The New Domain Oil & Gas Co.’s No. 32 
on the J. F. McKinney farm pumped 5 
bbls. and its No. 5 on the Harry Alcorn 
farm also pumped 5 bbls. W. S. Ray- 
dure’s No. 6 J. W. Crow farm pumped 20 
bbis., and the Preston Oil & Gas Co.’s 
test on the Allen Powell farm was a dry 
hole. 

In the Ashley district, in Powell County, 
Dodds, Woodbury & Newell’s No. 2 on the 
James Oaks farm pumped 10 bbls. The 
Pilot Knob Oil Co.’s test on the J. R. 
Townsend farm is reported dry, but the 
well produced about 30,000 cubic feet of 
gas. 

In the Steubenville district, in Wayne 
County, Porter & Jenkins drilled a dry 
hole in a test on the James Hughes farm. 

Oil Stock to Be Cancelled. 

A report from Louisville, Ky., says 
concellation of 365,480 shares of the capi- 
tal stock of the Citizens Oil Co. was or- 
dered in a decision handed down by Judge 
Samuel B. Kirby during joint session of 
the Circuit Court. Holders of the stock 
are W. H. Taylor, C. B. Blake and A. F. 
Blake, all officers and directors of the 
company. 

The court says the stock was obtained 
without consideration, in violation of Sec- 
tion 193 of the constitution. A receiver 
will be appointed, the court announced, 
to take charge of the company’s affairs 
until new officers can be elected. The 
company is capitalized at $700,000. 


Big Profits for Owners 
Of the 1914 Oil Co. 


DURANT, Okla., March 9.—The sale of 
the 1911 Oil Co. was consummated this 
week when Tulsa parties paid to the 
eight owners, all Durant men, $505,000, 
which, with the $50,000 already paid, made 
a total of $555,0000. The original invest- 
ment of the Durant men was only about 
$770. The owners were Drs. J. B. Smith, 
G. M. Rushing, P. L. Cain and. Messrs. 
M. L. Roberts, L. F. Lee, James E. Dow- 
nen, R. E. Highnote and C. C. Cole. These 
parties have just bought 400 acres of 
leases around Ada and will organize the 
Smith & Lee Oil Co. 





DESTRUCTION OF TANKER SAXONIA. 





Official news from London confirms the 
report of the destruction, by a German 
submarine, of the British ofl tanker, 
Saxonia, owned by the Petroleum Steam- 
ship Co. The yeesahs port register was 
London and it Hid @ tonnage of 4,855. 





CHAMPION WILLARD TO TRY OIL. 





TOPEKA, March 12.—Jess Willard may 
take a flier in the Oklahoma oil fields. 
Willard came from Chicago to Topeka 
today to visit his brother, Marion. He 
is on his way to the Oklahoma oil fields, 
where he expects to purchase some land 
and oil leases “if they look good,’ he 
says. Willard met his attorney, A. E. 
Crane, of Holton, here, who will go with 
him to the oil fields. -- 
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“Republic” 


- LINE, DRIVE and DRILL PIPE 
TUBING and CASING 


Full Standard Weight Steam, Gas and 
Water Pipe—Black and Galvanized. 
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Republic Iron and Steel Co. 


General Offices, Republic Building 
YOUNGSTOWN, OHIO 
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MOGUL STEEL HOISTING and SNATCH BLOCKS 
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Hand Forged Bails—No Crystalization. 

Pins and Shaft Re-inforced on Side. 
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Self-Oiling and Bronze Bushed. 


Manufactured By 


LUCEY MFG. CORPORATION 
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California Field Operations 


By C. H. 


CRITICIZING THE AGENCY. 





LOS ANGELES, Cal., March 10.—In the 
various fields of the State there is little 
of genuine interest to report at the pres- 
ent time. No small amount of interest is 
being shown in the new territory recently 
opened up by the Standard Oil Co. west 
of the old Whittier field, in Los Angeles 
County on what is known as the Boldwin 
estate, but as yet no active new develop- 
ments have been started. In the Midway 
field the bulk of new work is almost ex- 
clusively confined to the railroad inter- 
ests. The evident lack of activities on 
the part of smaller companies is generally 
attributed to a scarcity of supplies on the 
one hand and the high cost of material 
on the other. While many have antici- 
pated a still further increase in the price 
of oil, there is no apparent prospect of 
such an event for some time to come. 
There is some criticism on the part of 
Agency members as regards the supply- 
ing of South American trade with Mexi- 
ean oil, it being the understanding that 
the Union Oil Co. has purchased from the 
Mexican Petroleum Co. some 4,000,000 
bbis., as it is realized that this might 
have been averted by depleting the pres- 
ent stocks of the Agency, and thereby at 
least given more encouragement for re- 
newed efforts in the way of developments. 

At Fullerton, the Amalgamated has 
started well No. 41 on the Anaheim Union 
lease and the Petroleum Development Co. 
(Santa Fe) one at Brea Canyon. In the 
old Salt Lake field, Arthur Melton has 
started No. 2 on the south side of the 
field in the shallow district, where he re- 
cently finished his first well at a depth of 
700 feet. Although a small producer, it 
gives promise of opening up some new 
territory. 

In Ventura County, the Shell Co., at 
Ventura, and the Oak Ridge Oil Co., on 
South Mountain, near Santa Paula, have 
each started new wells. Two new wells 
were started at Casmalia, Santa Barbara 
County, by the Casmalia Syndicate, one 
being on the Arrellances and one on the 
S. P. leases. The Standard Oil Co. has 
started well No. 1 on the Fithian ranch 
at Los Alamos. 

The new well of the Standard Oil Co. 
on the Anita Baldwin estate at Monte- 
bello is still holding up at better than 
350 bbls. a day. The oil is perfectly 
clean, having a gravity of 23 degrees. 
The company is making a new location 
to the east, the tendency of new devel- 
opments being toward the old Whittier 
field. It is reported on good authority 
that the material for five wells has been 
ordered and contracts let for the rigs, so 
there is little doubt but activities will 
soon be started and the new location 
thoroughly developed as fast as possible. 

Robert Moran, formerly associated with 
the State Mining Bureau as field deputy, 
who secured a number of leases in the 
new district opened by the Montebello 
well, is reported as having formed a com- 
pany, and the material has been ordered 
for drilling their first well. A part of 
his leaseholdings has been subleased to 
outside parties, who also contemplate de- 
velopments in the near future. 

A new well, No. 29, Emery lease, Coyote 
Hills (Fullerton), was recently finished 
by the Standard Oil Co. It is making 
1,000 bbls. a day. 

No. 10 well of the Birch Oil Co. at Brea 
Canyon, which was recently completed at 
4,260 feet, so far has shown little dispo- 
sition to hold up the reputation of this 
productive lease. The well has been put 
on the beam, and while large quantities 
of water have come from the hole, it is 
gradually increasing in oil, and the own- 
ers believe that eventually, when the 
water has become exhausted, a good pro- 
ducer will result. 

The Brea Canyon Oil Co.’s No. 29, which 
started with a flow of over 2,000 bbls. a 
day some weeks ago, has settled down to 
a modest production of 150 bbls. a day. 
About 500,000 cubic feet of gas per day 
is coming from the well and this is being 
compressed by the Brea Canyon Gaso- 
line Co. 

A new pipe line to parellel the one laid 
some months ago from the El Segundo 
refinery of the Standard to their shipping 
wharf at Los Angeles Harbor, is being 
delayed in construction work on account 
of their inability to secure the pipe. 

Drillers Get Raise. 

A Maricopa reports says: A raise of 
5% on the West Side (Midway-Sunset) 
Was announced when the men received 
their semi-monthly pay checks on the 
first of the month. This raise makes the 





GILMAN 


drillers’ pay at the rate of $7.75 for eight 
hours’ work, or $7 and board, where the 
men take their meals at the company 
cook houses. This makes the third raise 
in drillers’ salaries employed by the 
Standard in the past three months. 

The Western Union Oil Co. has de- 
clared a dividend of 75 cents per share. 
The par value of shares is $100. This 
company operates in the Santa Maria 
field. 

The Mexican Petroleum Co. has de- 
clared a quarterly dividend of 66 2-3 cents 
per share on preferred stock, calling for 
a disbursement of $240,000. It is payable 
April 1. 

The Associated Oil Co. has announced 
a quarterly dividend of $125 a share, pay- 
able on April 16. 

The Standard Oil Co. has taken over 
the property formerly controlled by the 
Big Four Oil Co., located in Section 30- 
32-24, Midway. It has never been devel- 
oped. On the same section the Standard 
has some 18 or 20 producing wells. 

Caring for Heavy Oil. 

But a little more than one year ago 
producers began to realize that the action 
of the Government in withdrawing thou- 
sands of acres of prospective oil-producing 
land, thereby depriving locators of the 
privilege of further development on the 
public domain, had turned the scale pre- 
viously existing in relation to supply and 
demand, and in place of production ex- 
ceeding consumption, matters had be- 
come reversed. So to more generally 
equalize conditions, renewed attention has 
been given to the broadening of the older 
oil fields and in prospecting their outside 
limits. 

This condition is emphasized in the 
more recent reports of renewed activities 
going on in the old Ventura County dis- 
tricts wherein the earliest of the State’s 
developments are recorded and which for 
many years were passed up as inadequate 
to supply the constantly growing demand. 
And not alone has the Ventura fields come 
to the front in the matter of rejuvenation, 
but extensive plans are now under way 
for the thorough development of lands in 
Santa Barbara, San Luis Obispo and 
Santa Clara Counties, as well as in the 
outlying districts of the old Salt Lake 
fleld, in Los Angeles County, where, in 
all of these districts, earlier experiences 
have proved that oil exists, and has ex- 
isted during all the years that have wit- 
nessed the more extensive developments, 
but not with the gratifying results that 
were found in the San Joaquin Valley and 
other prolific fields, as many of the wells 
were only small producers and the largest 
percentage of the oil was of such heavy 
grade as to be difficult for shipment. Now, 
however, oil-cracking plants are being in- 
stalled for the purpose of thinning the 
oil, the O’Neal process being used. This 
process uses superheated steam, and ac- 
cording to reports, a plant is now in 
course of erection on the Doheny property 
at Casmalia, and it is not improbable that 
from this time on this previously neglect- 
ed “heavy stuff” is destined to become 
a most prominent factor in supplying the 
fuel-oil trade, which is one of the greatest 
assets to the petroleum industry on the 
coast, and by proper treatment in the 
increasing of its gravity will command 
much better prices than at present. 

Regarding this important subject, a 
writer in one of the oil publications says: 
“A Los Angeles chemist who has special- 
ized in oil and has studied the cracking of 
crude oil expresses the opinion that if the 
cracking of oil can be successfully done 
on a commercial basis to the point where 
the oil is raised in gravity and broken up 
so as to be more readily moved, it should 
be carried further and the manufacture of 
gasoline and naphthas carried on. The 
heaviest oil, even that of Casmalia, con- 
tains gasoline in good quantities, and it 
is only a question of being able to recover 
it at a cost that will admit of a profit. 
If the cracking of oil to make it trans- 
portable can be done at a cost within the 
realm of commercial profit, the additional 
cost of cracking it still further and mak- 
ing light by-products should be overcome 
by the profits on such products. Refiners 
and chemists generally are inclined to 
hold their judgment regarding the ques- 
tion of commercial cracking, so far as 
California is concerned at present. 

“The Standard Oil Co. has not been 
neglecting the problem of cracking Cali- 
fornia oil. More than a year ago it pub- 
lished an official announcement that it 
had built an experimental plant at Point 
Richmond refinery, primarily to solve the 
problem of making benzol and toulol from 


California crude, a thing that. must be 
done by cracking the oil at the highest 
temperature and pressure and under con- 
ditions more difficult than those essential 
for the making of gasoline. Since the 
brief announcement of the erection of the 
plant, nothing has been heard from the 
company as to the success attained. 
About a year ago there was a report 
abroad that an experimental Burton plant 
had been built at Point Richmond to try 
the manufacture of gasoline from Cali- 
fornia oil, but if so nothing has been 
given out by the company about it.” 
Notes From the Fields. 

Incidental to its operations in the Ven- 
tura County fields, the Shell Co. has re- 
cently completed a tramway a mile in 
length over the summit of a hill, reaching 
an elevation of 1,000 feet and then de- 
scending into the Canyon below, where 
drilling will be done. The machinery is 
all worked by electricity and recently on 
a trial test 2,800 pounds of casing was 
carried with perfect safety. Tram roads 
are frequently found in Ventura County, 
one being used for years by the Modelo 
Oil Co., in Modelo Canyon, some miles 
out from Piru, where extensive develop- 
ments were carried on 12 or 15 years ago, 
and where at the present time a number 
of old wells are still producing. This loca- 
tion is without doubt one of the most 
beautiful and picturesque oil fields in the 
world. 

The Calumet Oil Co. has its one-unit 
gasoline plant in good working order and 
is producing close to 500 gallons of high- 
grade gasoline per day. Their property 
adjoins the Montebello on the Guiberson 
ranch at Fillmore. The company is mar- 
keting its product to the Ventura Refin- 
ing Co. at Fillmore. 

Burt H. Leonard is making progress 
with his plant being built on the White 
Star property at Little Sespe, near Fill- 
more. Difficulty in the shipment of ma- 
chinery from the East has caused consid- 
erable delay in the past. The plant will 
consist of one unit. 

The Columbia Oil Producing Co. at 
Olinda recently completed well No. 27 at 
a depth of 3,300 feet. It is reported as 


making 400 bbls. a day, the oil being 19° 


gravity. 


JANUARY EXPORTS OF OIL 
OVER SIX MILLION BARRELS. 





WASHINGTON, D. C., March 10.—The 
bulletin of the Department of Commerce 
showing ports from which mineral oils 
were exported in January, shows the total 
of 278,996,519 bbls., valued at $20,701,353, 
compared with 173,131,096 bbls., valued at 
$11,712,621, in the previous January. Of 
this total for last January, 82,256,258 gal- 
lons went abroad by way of New York, 
72,556,781 by way of Sabine, 42,880,774 by 
way of San Francisco, 27,490,450 by way 
of Philadelphia, 24,253,353 by way of New 
Orleans, 10,944,232 by way of the Michi- 


gan district and 105,530,827 passed through 
the district of Southern California. 


C.E.K. 
ANOTHER DECISION ON OIL TAX. 


OKLAHOMA CITY, March 13.—Con- 
stitutionality of the three per cent gross 
production tax on oil and gas in the state 
was upheld in a decision handed down by 
the state supreme court today. The test 
case began in district court and when 
brought before the supreme court an 
ageed statement of fact was filed by three 
leading oil men against State Treasurer 
Howard. 

Plaintiffs had paid $59.51 on three 
leases under protest. 


New Power Discovered 
By Borst of Buffalo 


BUFFALO, N. Y., March 10.—A new de- 
vice that promises to revolutionize the 
automobile industry has, after many years 
of study and experiment, just been 
brought out by A. J. Borst, Jr., a well- 
known automobile man of Buffalo and a 
member of the firm of Borst, Damon & 
Co. While it was generally known among 
automobile men that such a device was 
being perfected, it was not definitely 
known who was the inventor until recent- 
ly. This device will run automobiles with- 
out gasoline, kerosene or electricity and 
will revolutionize power methods of auto- 
mobiles, trucks, tractors, street cars, boats 
and locomotives. Under tests and demon- 
strations it is found to yield tremendous 
power without the aid of any of the ordi- 
.nary means of fuel. It also eliminates 
half the weight of the present automo- 
biles and trucks because of the number 
of parts it renders obsolete. 

In an interview with Mr. Borst, the in- 
tentor, he said: “It is true that I have 
perfected this device. It is the result of 
many years of study and experimental 
work and I am confident it is destined to 
make many changes not only in automo- 
biles but wherever motor power is the 
essential factor. Just at the present I 
can not give out any other information 
except to affirm the truth of the rumor.” 
In reply to a question as to his motive in 
originating the device, Mr. Borst said: 

“The need of prolonging the exhaust- 
ables of the world has been and is a prob- 
lem of all scientists. It is conceded that 
in 50 years’ time the supply of petroleum 
will be exhausted, in 100 years coal will 
be exhausted, and statistics plainly show 
that this applies also to chemicals, min- 
erals, ores and many other utilities; there- 
fore new things must be originated to 
take the place of the tremendous demand 
for exhaustable supplies.”’ 





MONEY FOR STATE OIL BUREAU. 





OKLAHOMA CITY, March 13.—This 
afternoon the State Senate voted favor- 
ably on the vitalizing of recent legisla- 
tion creating a new oil bureau under 
authority of the Corporation Commission. 
The sum of $135,000 was provided for 
carrying out the puposes of the act. For 
the balance of the present fiscal year, 
$15,000 is provided, the additional amounts 
are made available at different periods 
up to June 30, 1919. A. L. Walker will 
be in charge of the bureau. 


FORTUNA COMPANY SELLS LAND 
LOCATED IN THE YALE DISTRICT. 


OKLAHOMA CITY, March 13,—An- 
nouncement is made here today of the 
sale of oil leases in the Yale district, 
this State, consisting of 320 acres, to an 
eastern syndicate. No wells have yet 
been drilled on the land, but it is located 
"in the heart of a richly productive oil 
district. It is reported that the pice was 
$800,000. 


REFINERY WORKER FOUND DEAD. 





George Lower, employed at a West 
Tulsa refinery, was found dead in bed in 
a rooming house Monday morning. An 
inquest was held and it was decided that 
death was due to natural causes. De- 
ceased was 40 years old and leaves a wife 





and family whose home is in Arkansas. 








KENTUCKY 


now before the big rush that is just 
reach. 


structural map and cross sections. 
2,200 feet. Old shallow wells, drilled 
produced oil. 


Make me a proposition, if you are a 
than one well down to 
feet deep), work’ to c 
money-making contract. 





and write today for full particulars, 





You Can Make Big Money 


by securing some of my 


I own and control 15,000 acres of leases secured under the direction 
of highly qualified and competent oil geologists. 
the largest known Dome in the State of Kentucky. 
There are three known oil horizons within 


DRILLING PROPOSITION 


e Corniferous sand (estimated from 2,000 to 2,200 
mence within 60 days, and I will grant you liberal 

Write today, sending personal and bank references. 
If you are an investor, join me in a ground-floor syndicate to drill three wells, 


RAYMOND N. BOND, Hotel Majestic, New York City 


OIL LEASES 


starting has forced values out of your 


These leases are situated on 
I have complete reports, 


in 1865, reached the top sand and all 


practical oil operator, to drill not less 


sending your bank references. 
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Steel for Service 





This special Three Tug Bull Wheel is being used in a district where the depth of wells usually runs 
4,000 feet or over. 


The photograph is taken at its fourth well and the original wooden tug cants are still in use. 
This company manufactures steel bull wheels, calf wheels and band wheels to suit any class of deep well drilling. 


Wheels are made with either steel or wood tug rims, as may be specified. 


The mark of It protects the 
quality user 


Carnegie Steel Company 
General Offices: Pittsburgh, Pa. 
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Neill Steel Prpe Derricks 


Complete Stocks carried at Kiefer, Okla. and Pittsburgh, Pa. 


E. VERY part of the Neill Derrick is made to standard cieanirements, making possible a 
combination of Steel and Wood as may be preferred. 


AN BE moved without loss of time or waste of material. To our knowledge they have 
been moved twenty-five times and still in service. 
VER eleven thousand have been sold in the United States, Mexico, Canada, Trinidad, 
Roumania, Galicia, Russia, Java and India. 
N° DANGER of loss from wind or fire. This saves insurance premiums, plus loss of 
production. 
ON ACTUAL tests the strength or net carrying capacity of Neill pumping derricks was 52- 
- 000 pounds; on drilling derricks 500,000 pounds. 
MeAsIMUM strength with minimum weight means reduced hauling expense. They will last 
at least twenty years with no up-keep cost except painting. 


yu CAN get Neill derricks to suit your requirements no matter how severe your drilling 
conditions are or how much casing you must handle. 





Send for Descriptive Catalogue 


LEE C. MOORE & COMPANY, wx. of Oklahoma. 


Shop and Warehouse Office—623 Unity Bldg. 
KIEFER, OKLAHOMA PITTSBURGH, PA. TULSA, OKLAHOMA 


(C. A. Redding) (H. L. Dickson) 
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News of Mexican Oil Fields 


By GEORGE BLARDONE 


PRODUCES HIGH GRADE OIL. 


March 6.—Consider- 
able production in Cia. Petrolera La Uni- 
versal’s test on the Marques (Lot 18) 
Potrero de Isleta, and a continuance of 
the production of high gravity oil in the 
Cia. Petrolera La Giralda’s test at Lomas 
y Llanos were the most interesting feat- 
ures of the Mexican fields the past week. 
The first named is credited to the Panuco 
pool, although it is removed several kilo- 
meters to the eastward of major produc- 
tien in that pool, and is on the north bank 
of the Panuco River about midway be- 
tween Herradura and Gulf Coast Corpor- 
ation’s bend. The test is drilled 2,320 
feet, at which depth a conservative esti- 
mate of the production is 1,500 bbls. The 
drill has been stopped pending orders to 
go deeper, if the latter is decided on. 

At Lomas y Lianos, Cia. Petrolera La 
Giralda’s No. 2, Lot 5, is drilled 1,750 feet, 
the drill stopping in a stratum of dark 
shale, from which some 30 or 35 bbls. of 
high gravity oil flows. The oil is light 
brown, shows no greenish tinge, and is 
prohably the result of filteration from a 
major body of heavier crude. It is re- 
ported that should the well continue to 
produce it will be relegated to the com- 
pleted column, but if the present produc- 
tion shows any signs of falling off the 
drill will be sent deeper. 

Routine operations at Panuco are epito- 
mized as follows: Chijoles Oil Ltd., No. 1 
Copozo, is drilling in shale at 225 feet. 
English Oil Co.’s No. 2 Rufino, continues 
improving, the drill being 1,955 feet in 
limestone, at which depth the production 
is reckoned at 300 bbls. Mexican Gulf Oil 
Co.’s No. 1 Lopez is drilling in soft shale 
at 1,580 feet. East Coast Oil Co. No. 10 
Maza, is drilling in hard shells at 1,110 
feet. Cia. de Petroleo La Oxaquena, No. 
1 Maguabes is waiting for 6-inch to set 
at 1,572 feet. Cia. Nacional de Petroleo 
Naco No. 1 F. Ponce, has resumed opera- 
tions, the drill being in shale at 1,025 feet. 
New England Fuel Oil Co.’s No. 1 Piazzi 
is drilling in hard limestone at 1,710 feet. 

Topila and Miscellaneous. 


In the Topila pool, La Corona Petro- 
leum Co. has sent the drill to 2,515 feet 
in its No. 5 ( brown limestone), tapping 
considerable salt water in so doing, the 
water being minglel with oil. The fluid 
flow was estimated at 2,000 bbls. when 
the test was shut in. An effort will be 
made to secure production through an 
inch pipe when the presure stands at 325 
pounds. The company has cemented 8- 
inch in its No. 12 at 2,150 feet. Cia. 
Petrolera Pueblo y Panuco, No. 1, Lot 
23 Palacho, is rigging up with rotary. 

In the Southern fields, International 
Petroleum Co. is moving material to a 
location in Lot 12 Tepetate. Metropolitan 
Petroleum Corporation is preparing to 
drill in its No. 1, Lot 9, same hacienda. 

In the Paciencia de Aguacate, Cia. 
Petrolera Margines de Panuco No. 1 M. 
Ponce, is drilling in hard shale at 1,270 
feet. At the westerly extension of the 
same hacienda, R. E. Brooks Interests 
has constructed a camp for what will be 
its No. E. Valdez, this proposed location 
being across the river from the Cia. 
Petrolera La Poblano well in the Tam- 
boyoche of the Topila pool. 

In the Santa Ana, Cia. Petrolera Pue- 
blo y Panuco No. 1, Lot 3, Ramirez, is 
drilling in hard blue shale at 1,162 feet 
and its No. 1, Lot 12, Torres, is drilling 
in blue shale at 2,162 feet. 

At Estehillos, Mexican Gulf Oil Co.., 
drilling for account Continental Mexican 
Petroleum Co., is drilling in gumbo at 
3,100 feet. 

At Soto la Marina, La Corona Petro- 
leum Co. No. 2 San Jose de la Rusias, 
is drilling at 3,665 feet; and its No. 4 is 
drilling at 970 feet. 

That the oil companies exporting oil 
through the port of Tampico will be 
asked to defray the expenses of dredging 
the bar at the mouth of the Panuco River 
is evident from a note addressed the 
representatives of several major oil com- 
panies in Mexico City, by the Depart- 
ment of Hacienda and Public credit, in- 
viting such representatives to a confe- 
ence with the Minister of Hacienda in 
the national capital. The circular set 
forth that the expenses of dredging the 
bar will be $100,000, which, the circular 
sets forth, has been prorated among the 
several companies engaged in clearing 
petroleum or its derivatives at this port. 
It will be recalled that a bar tax of 10 
centavos the ton is levied on petroleum 


TAMPICO, Mex., 





shipped from Tampico for harbor main- 
tenance at this place. 

Jack Bowers, well known driller, was 
accidentally killed when a launch in the 
Laguna de Tamiahua blew up last week 
Two Mexicans were also killed. Bowers’ 
remains were buried not far from where 
the launch exploded, a prompt interment 
being necessary owing to the condition 
of the body. 


STANDARD CREATES NEW OFFICE 
AND ELECTS A NEW BOARD: 





SAN FRANCISCO, Cal., March 8.—At 
the annual meeting of the stockholders of 
the Standard Oil Co. of California, held 
at Richmond today, the old directors were 
re-elected for the ensuing year. 

At a meeting of the board of directors 
held immediately afterwards a new office, 
that of chairman of the board, was cre- 
ated, and D. G. Scofield was elected to fill 
that position. 

The other offices were filled as follows: 
W. S. Rheem, president; K. R. Kings- 
bury, vice president; W. S. Miller, vice 
president; F. H. Hillman, vice president 
and director of producing; R. J. Hanna, 
treasurer and director of manufacturing; 
H. M. Storey, secretary and director of 
pipe lines. 


Sinclair Plans Formed 
For Southern Branches 


HOUSTON, Tex., March 3.—<After a 
conference here with Houston men, rep- 
resentatives of the Sinclair Oil & Gas 
Corporation are said to have decided on 
the following plans for the Sinclair pipe 
line and refinery projects south from the 
Oklahoma fields: 

The organization of a new company 
with a capital stock of from $20,000,000 
to $25,000,000. 

The construction of a 
Oklahoma fields at a cost of not less than 
$6,000,000. 

The establishment of a refinery with a 
capacity of not less than 15,000 bbls. daily. 

The control of the E. F. Simms inde- 
pendent interests in Texas and Mexico. 





The possible control of the Simms-Staiti- / 


Hamman interests at Goose Creek and 
Damon’s Mound, near Houston. 

The ownership of a large fleet of oil 
vessels for export trade. 

The acquiring of refinery interests near 
New Orleans. 

Some of the main features of the plan 
involve a deal between H. F. Sinclair and 
his associates, of New York, Oklahoma 
and Kansas City, and E. F. Simms, of 
Houston. 


TEXAS COMPANY’S BUSINESS. 





HOUSTON, Texas, March 10.—The fu- 
ture expansion of the Texas Company’s 
business has been facilitated by a recent 
amendment to the law of the state of 
Texas empowering it to produce crude 
oil. Hitherto the Texas Company has 
been engaged in the purchasing, refin-: 
ing and marketing of petroleum, owning 
and. operating a system of pipe lines. 


DIFFERENTIAL IS NOW OMITTED. 





SAN FRANCISCO, March 9.—Standard 
Oil has abandoned the time-honored dif- 
ferential between the price to consumers 
f. o. b. in the field and is quoting the 
same figures at the point of shipment 
nearest the wells that prevail at Bay 
points. No reason is assigned for this 
departure from established custom. 


PROMINENT OIL MAN TO RETIRE. 





MARICOPA, March 10.—H. G. Moss, 
superintendent of the Sunset Monarch 
Oil Company for the past eight years and 
one of the best-known oilmen in the West 
Side fields, severed his connections with 
that company on March 1 after the prop- 
erty and wells of the company were 
taken over by the Standard Oil Company 
last month, and will henceforth devote 
his time to looking after his own busi- 
ness affairs, which are mostly connected 
with various enterprises in the oil ifelds 
and the manufacture and sales end of 
several devices for oil wells on which he 
holds patents and which he has been 
manufacturing for the past three years. 


pipe line from the | 





SELLING CUBAN OIL SHARES 1S 
WORKED BY MANY PROMOTERS. 


HAVANA, Cuba, March 10.--Cuban oil 
shares have been sold in large numbers 
by alleged oil field developers and the 
latter have made much money by their 
operations—on paper. The Times, of 
Cuba, a local publication, in commenting 
on this sort of sharp practice says: 

It is unfortunately a fact that some 
promoters have not hesitated to take ad- 
vantage of public gullibility and the 
leniency of the Cuban law or governing 
authorities to unload many thousands of 


dollars ‘“‘worth’’ of cheap stock in Havana 


and the Cuban Provinces—stock which 
will not be worth the paper on which it 
is printed unless real quantity producing 
oil wells are found——not seepage holes. 
Some of these promoters have already 
departed with comfortable bank rolls. 
There are not more than two or three 
thoroughly legitimate oil interests operat- 
ing in Cuba, and none of them have found 
—or even claim to have found—oil in 
quantities. Nor are they engaged in ad- 
vertising campaigns for the sale of cheap 
stock. For they were financed before 
they started drilling and, if they find oil, 
theirs will be the profit. If they do not 
succeed, the loss will not fal upon the 
poor man who has invested his small 
savings in the hope of securing a com- 
petency. At least one promotion has 
been busily engaged in advertising bulle- 
tins of progress, intimating, if not assert- 
ing, that it was about to make fortunes 
for its stockholders. Of course no really 
thinking person could .be fooled into be- 
lieving that a company which had really 
struck oil would do anything else than 
hold on to all available stock like grim 
death, but there are still suckers born 
every day in Cuba, as elsewhere, and the 
natural function and inclination of the 
sucker apparently is to be trimmed. 
Stock peddling oil companies are prone 
to engage sooner or later in actual drill- 
ing, as it is desirable to take prospects 
out to, the rig and show them gas and oil, 
which will burn, coming right up through 
a hole in the ground. 


BIG PURCHASE OF OIL FOR ROADS. 





SOUTHAMPTON, L. I., March 10.—The 
Town Board of Southampton has con- 
tracted for the purchase of 400,000 gal- 
lons of road oil at .0594 per gallon. This 
is an increase of 100,000 gallons over the 
amount of oil used on the highway last 
year. 

The board has also authorized the pur- 
chase of three storage tanks. 


Aniline Dyes Fraih Oil 
Should Add to Profits 


DENVER, Colo., March 12.—Enormous 
deposits of oil-bearing shale in western 
Colorado which under government tests 
were found to contain great quantities 
of aniline, used in the manufacture of 
dyes, in adidtion to nitrates and other 
rich oil compounds, are to be developed 
this spring by Colorado and eastern cap- 
italists. ; 

Colorado Springs capitalists have re- 
cently acquired severa! thousand acres of 
shale area, and Vernet Z. Reed and other 
Denver men have lately obtained a pat- 
ent to some of the land. Mathew H. Cal- 
lahan of Debeque, Colorado, who has 
taken possession of a 4,000-acre tract 
lying close to Debeque, was in Denver 
yesterday conferring with government of- 
ficials and capitalists in regard to the 
formation of a company to develop the 
tract. His land, when properly developed, 
is valued at several million dollars. 

According to those interested in the 
project, it will require only the erection 
of plants for the distillation of the oil 
and its compounds to make Colorado the 
producer of invaluable substances for 
manufacturing purposes, including muni- 
tions. Government officials said yester- 
day there were sufficient quantities of 
aniline in these deposits to replace the 
supply formerly imported to this country 
from Germany, and since cut off because 
of the European war. : 

The shale area covers approximately 
450,000 acres, extending from the White 
to the Grand river. It reaches from 75 
to 100 miles north and south, and about 
50 miles east and west. Teh oil content, 
according to recent tests made by the 
United States Geological’ Survey, runs 
from 30 to 60 gallons per ton of rock. 
The entire deposits are estimated by gov- 
ernment experts to contain about 2,000,- 
000,000 bbls of oil. The department of 
the interior recently withdrew 45,000 
acres which-it is holding as a resrve oil 
supply for naval purposes, 





JOE HERVEY’S SHALLOW SANDER. 





WOOSTER, Ohio, March 10.—Joe Her- 
vey, of Pittsburgh, an oil man who for- 
merly lived here, is one of the lucky pros- 
pectors in the Kentucky field. He went 
to Irvine last summer and was soon 


hitched up with the oil-hunting game. 


He drilled three dry ones and then luck 
and oil flowed his way. One of his wells 
is 79 feet and four inches in depth and 
it started off at gusher rate, greatly 
astonishing the natives—and the exper- 
ienced votaries of the petroleum industry 
who are here from far and near. The well 
is in the shallow Station Camp pool, a 
freak stratum of oil which in the geologi- 
cal mix-ups of this region was lifted up 
from the regularly situated paystreaks. 
The actual cost of the well was less than 
$300, and within the first hour it had 
yielded enough oil to pay for’ the outlay. 


BAD WINTER WEATHER IN UTAH 
CAUSE OF DELAY IN OPERATIONS. 





DENVER, Colo., March 10.—Severe 
winter weather, deep snows and low tem- 
peratures, are given as causes of re- 
tarded field operations by the Utah Petro- 
leum Co. in a letter to stockholders re- 
cently issued. The letter continues: 

“The geological conditions developed by 
the first well drilled on our properties 
have been borne out by the present work 
and the highly impregnated surface oil 
shales have been encountered in places 
from 1,200 feet. This is very satisfactory 
and indicative of the proximity of oil 
pool sands.” 


OIL FOUND AT EUREKA SPRINGS. 





EUREKA SPRINGS, Ark., March 10.— 
Interest has been aroused here over the 
discovery of indications of oil .at the 
Golden Oaks ranch, three and a half miles 
south of town, owned by A. F. Porter, 
and development of the property will fol- 
low in the spring. A stratum of oil- 
bearing porous conglomerate has _ been 
found, and it is believed that there is a 
pool beneath. 

On the same property is a large deposit 
of glass sand, 95 per cent silica, and it is 
expected that if gas is found glass factor- 
ies will be established here. 





AUGUSTA 
LEASES 


We will sell the following leases 
or make drilling contract on an 
equitable basis. One of them is 
within a half mile of the heaviest 
production in the Augusta field. 
None of them have ever been 


drilled on. 


The west half of the northwest 
and the northwest of the south- 
west of 14-27-4, 120 acres. 


Eighty acres in the south half 
of 33-27-4. 


The south 100 acres of the 
southwest of 7-27-5. 


F. H. ROBERTSON 
118 E. First Street 
Wichita, Kan. 























Announcement 


To the Producer Operating in Kansas: 


A State law requires that you 
make an itemized list and statement 
of all lease equipment and average 
daily production per well. 

THE MID-CON. ENGINEERING 
COMPANY is prepared to make Val- 
uation Surveys and assist in the se- 
euring of equable assessments. 

Full information furnished inter- 
ested parties. Address inquiries to 
Box 378, Chanute, Kans. 
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PIPE LINE REPORTS, MONTH OF FEBRUARY 


A General Decline is Noted in Comparison with January—Decline in 
Stocks is More Than 337,000 Barrels. 


The February report of the Bastern 
pipe lines that make public their monthly 
figures for runs, deliveries and stocks, 
shows a decrease in receipts from the 
wells; in shipments, and also as to the 
stocks on hand at the close of the month, 
as compared with January. Runs amount- 
cd to 1,652,487 bbls., a daily average of 
59,017 bls. This was a loss of 231,696 bbls. 
in the total and of 1,763 bbls. in the daily 
average. Much of this loss may be at- 
tributed to the month having three less 
working days than did the previous one. 
This is shown in the fact that the loss 
was general as to all lines, none equaling 
in February the amount run in January. 
month of 1916 the runs show a larger 
daily average of some 2,500 bbls. 

The runs from the wells in Illinois, as 
reported by the Illinois Pipe Line and the 
Tidewater Pipe Co., Ltd., were 891,291 
bbls., making a daily average of 31,832. 
This was a decrease of 176,339 bbls., in 
the total as compared with January, and 
a loss of 2,613 in the daily average re- 
ceipts. Regular deliveries of Illinois oil 
were 273,584 bbls.; or only 902 bbls. less 
than in January. 

The receipts from all wells east of the 
Mississippi in January were 2,543,778 bbls. 
or a loss of 408,036 bbls. in the total. The 
daily average was 90,849 bbls. In January 
it was 95,219 bbls.; in December 94,066 
and 100,202 bbls. in November. In Feb- 
ruary, 1916, the daily average for the 
same districts was 90,827 bbls., a differ- 
ence in the daily receipts of only 22 bbls. 

Receipts from the Mid-Continent wells 
in February were 8,387,853 bbls., making 
a daily average of 296,709 bbls. As com- 
pared with January there was a loss of 
819,789 bbls. in the total and 311 bbls. in 
the dail¥ average. The average for Janu- 
ary was 297,020 bbls.; for December, 295,- 
166, and 307,983 bbls. in November. Inj 
February, 1916, the daily average of the 
Mid-Continent runs was 261,830  bblis., 
showing a considerable increase for the 
year. With the exception of the produc- 
tion at Healdton the output is being 
taken by the pipe lines, and the figures 
for the daily average fairly represent the 
production of Oklahoma and Kansas. 

The figures of receipts from the wells 
of all the divisions were 10,931,631 bbls., 
the daily average being 390,415 bbls. In 
January this figure was 392,243 bbls.; in 
December, 389,234, and in November, 408,- 
186 bbls. In February, 1916, the daily av- 
— for all these divisions was 352,657 

bis. 

Deliveries by the Eastern lines in Feb- 
ruary were 3,450,684 bbls., the daily aver- 
age being 123,239 bbls. This was a larger 
average than during December or Janu- 
ary. 

Shipments by pipe lines in Kansas and 
Oklahoma were 9,079,425 bbls., or 1,121,- 
545 bbls. less than in January. 

The following table shows the amount 
of crude petroleum held in storage by the 
several pipe lines mentioned in the dif- 
ferent divisions of the oil fields, and the 
amount of each grade at the close of 
business February 28, 1917: 


Grade of Oil. Total Bbls. 
PonQepaeeey s 5'7-5:6s Nn 9 9:405-5 6 oeee 3,160,091.69 
LAMB ranted nie dic Olea pkoved oe oda 1,558,128.60 
K enitineaey, sisavs Sth be ace Zee os oe 449,585.35 


‘\linois (Eastern lines).......... 1,068,791.27 
NMlinois (Illinois P. L.).......... 2,847,354.18 
Mid-Continent (Eastern lines)... 3,317,728.44 
Mid-Continent (Prairie O. & G.).39,000,000.00 
Mid-Continent (Prairie P. L.)... 1,000,000.00 
Mid-Continent (Magnolia P. L.). 5,692,594.00 
Mid-Continent (Gulf P. L.)...... 5,533,000.00 
Mid-Continent (The Texas Co.).. 7,543,099.00 
Mid-Continent (Carter Oil Co.) ..18,900,000.00 
Mid-Continent (outside lines)... 4,760,000.00 


Total Feb. 28.......esseecceee 94,830,372.53 
TOC: TOM, Gh 6.5. 0's.s ose wloen ce 95,167,956.80 


DOGHIID 55 hp 3.8 aide aceldk(e.e wa eras 337,584.27 

The following table hows the conditions 
of the stocks in the same lines and com- 
a at the close of business January 
31, 1917: 


Grade of Oil. Total Bbls. 
PennepaeMetc 5 ooo a windiab sc babes 3,306,697.00 
Lim@_isuswe Ye 608 60,00 00 Taree Rvsce 1,465,128.55 
K entail vases tne plete a aibarees, a.4'0.co oy 435,150.52 
lilinois (Eastern lines)..... aygees 1,071,191.69 
Mlinois (IHMinois P. L.).......... 2,726,227.95 


Mid-Continent (Eastern lines)... 3,434,978.09 
Mid-Continent (Prairie O. & G.).39,200,000.00 
Mid-Continent (Prairie P. L.).... 1,000,000.00 
Mid-Continent (Magnolia P. L.). 5,692,594.00 
Mid-Continent (Gulf P. L.). ++ §,600,000.0 
Mid-Continent (Texas Co.).. + 1,369,989.0 
Mid-Continent (Carter Oil Co.)..18,950,000.00 
Mid-Continent (outside lines)... 4,816,000.00 


Total Sate, hes visi co tada cetewes 95,167,956.80 
Total Dec, Blecicccccesigvees 94,507,058.69 


INGORE. Ons ccs ss dine aeis'¥ e'so 00 660,898.11 





oo 





A decrease of 337,584 bbls. is shown 


during February as compared with a gain 
of 660,898 bbls. in January. Stocks of 
Pennsylvania grade oil showed a decrease 
of 146,606 bbls., while Lima stocks made 
an increase of 93,000 bbls. The changes 
in the other grades held in Bastern lines 
was small. In the Mid-Continent field 
there was a decrease of 299,890 bbls. be- 
low the January figures. The table above 
does not include about 12,000,000 bbls. 
held in storage on private tank farms and 
leases in the Cushing, Healdton and 
Kansas fields. 


STATE, OIL INSPECTOR RESIGNS. 


INDIANAPOLIS, Ind., March 10.—John 
O. Behymer, State Supervisor of oil in- 
specting, sent his resignation to Governor 
Goodrich and the Governor accepted the 
resignation, ‘‘to take effect upon the ap- 
pointment of his successor.’’ The State 
oil inspection situation has long been the 
center of political argument. During the 
Legislature just closed, three times the 
bi-partisan combination in the Senate de- 
feated administration efforts to wipe out 
the present system of oil inspection with 
its 67 deputyships. 


Increase is Noted in 
Exports of February 


PORT ARTHUR, Tex., Feb. 9.—The 
total water shipments of refinery products 
from this port during the month of Feb- 
ruary aggregated 1,926,357 bbls. from the 
terminals of the Gulf Refining Co. and 
The Texas Co. 

The foreign shipments of refinery prod- 
ucts by these two companies during Feb- 
ruary totals 1,926,357 bbls., of which The 
Texas Co. sent out 1,018,210 bbls. and the 
Gulf Refining. Co. 908,147 bbls. Dur- 
ing January the export shipments of The 
Texas Co. aggregated 476,373 bbls. and 
those of -the Gulf Refining Co. 685,- 
395 bbls., both companies showing an in- 
crease during February over the January 
figures, despite the submarine warfare 
instituted by Germany early in February. 

The oil of The Texas Co. destined for 
foreign ports went out in 15 cargoes, as 
follows: one cargo of 62,192 bbls. to Lon- 
don; one of 42,715 bbls. to Liverpool; and 
three cargoes, or a total of 161,557 bbls. 
to Dartmouth, Eng.; two cargoes, or 
50,488 bbls. to Messina, Italy and one of 
6,461 bbls. to Spezia, Italy; one cargo of 
9,484 bbls. went to Italy, no port being 
given. To Gibralter went 67,186 bbls. and 
to South Africa one of 32,376 bbls. Two 
cargoes were consigned to Australia, 
making a total of 53,042 bbls. New Castle, 
Eng. got one cargo of 44,360 bbls. and 
Avonmouth one of 42,272 bbls. 

The Gulf Refining Co. sent out a total 
of ten cargoes during February, five of 
them aggregating 267,879 bbls. going to 
Dartmouth. One shipment of 46,128 bbls. 
went to Queenstown and two of 71,607 
bbls. to Messina, while two cargoes, or 
a total of 96,408 bbls. were consigned to 
Portishead. 

During the month the Sun Co. shipped 
five cargoes, comprising 205,717 bbls. from 
its terminals at Sabine .Pass; the desti- 
nation of which is with-held, the pre- 
sumption being that it was for foreign 
account. The company consigned a total 
of 517,525 bbls. from Sabine Pass during 
the month, 311,808 bbls. of crude going to 
Marcus Hook. 

The Magnolia Petroleum Co. sent out 
15 cargoes with a total of 371,000 bbls. 
from its refinery at Beaumont during 
February, the destinations being with- 
held. Most of this was refinery products 
going to foreign and coastwise ports. 

P.L.M. 


Congress Fails to Cut 
Prices of Motor Spirit 


WASHINGTON, D. C., March-10.—Con- 
gress was too busy with other things to 
look into the price of gasoline, as sug- 
gested by Representative Steenerson’s 
resolution in, the House; and in conse- 
Quence automobile owners probably will 
pay a good stiff price for their gas again 
this: year.. Thousands of cars were kept 
in their garages last year because gas 
was too high; and unless a substitute is 
found or prices come down they probably 
will stay there this year too. 



































Pipe-Laying Costs 
Reduced 100% 


Buckeye equipment will effect you this saving, often 
more, over hand labor which is exceedingly scarce and 
not always.reliable when available. This may sound like 
an exaggerated statement, but it’s an actual fact. 


Judge this equipment solely by its performance. Its 
record of results will convince the shrewdest and most 
skeptical that it is the logical equipment for companies 
or contractors having pipe laying to do. 


Pipe-Line Excavators 
Pipe-Screwing Machines 


The average Buckeye cost per lineal foot for general pipe-line ex- 
cavation is 1 cent. Naturally a trifle more in soils containing consider- 
able rock such as encountered on the 12-inch pipe-line across 
Kentucky. Even then it was only 2% cents. 

A No. 1 Buckeye pipe-screwing machine in 10 hours connected 350 
twenty-foot sections of 8-inch pipe. Compare that with hand labor. 
Figure the saving for yourself. 

Ask actual users of Buckeye equipment how they like it. We’ll gladly 
refer to some near you. Request free booklet “‘Human Leaks’’ No. 
666, showing how one Buckeye Trencher reduced its owners’ pipe- 
line excavation cost over 150%. 


The Buckeye Traction Ditcher Co. 
Findlay, Ohio 


Oil-Well Pulling and Cleaning Machines 


Southwestern Representative, 


G. C. Swartz, 117 E. 3d St., Tulsa, Okla. 


Repairs in stock for Cleaning and Pulling Machines 
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MICHAEL MURPHY, FAMED OIL MAN, DIES} 


Began as Manufacturer of Barrels, Became Producer and Speculator— 
Head of Pure Oil—Successful and Widely Known. 


PHILADELPHIA, Pa., March 11.—Mi- 
chael Murphy, in his 75th year, died at 
his home in Merion, near this city, at 
8:50 a. m. Saturday from pneumonia, at- 
tending a seizure of grippe. He had been 
ill less than one week. A solemn high 
mass of requiem for the repose of his soul 
will be celebrated at St. Matthias’ Church 
at Bala. his country home near Philadel- 
phia, at 10 o’clock on Wednesday morn- 
ing. The interment will be private. 





In the passing of Michael Murphy, the 
oil country loses one who, since the incep- 
tion of the business, has had a master 
hand in the development of the petroleum 
industry in all of its ramifications. 

Native of Ireland, he emigrated when 
a lad, landing in Philadelphia in 1855. In 
that city he learned the trade of cooper. 
At the outbreak of the Civil War he en- 
listed in the navy, after failing on account 
of his short stature, to be accepted for 
army service. 

At the close of hostilities he returned to 
Philadelphia, where he embarked in bar- 
rel-making, in partnership with John W. 
Davis, the firm taking up the trade con- 
nected with the export oil business, fur- 
nishing barrels for crude cargoes. From 
cooperage the firm extended its business 
to oil exporting, which was continued un- 
til the Empire Transportation Co. went 
out of business in 1877. 

Simultaneously with the opening of the 
Bradford field, Murphy & Davis, the coop- 
ers and exporters, entered the oil business 
as operators, following that line until the 
death of Mr. Davis some years ago. 

Mr. Murphy’s advent into the Bradford 
field was at Colegrove, in 1880. Later, 
he secured leases on the Bingham lands 
and continued his operations in that dis- 
trict until the opening of Cherry Grove, 
in 1882. His first venture there was 
known as 619, a well of the gusher class. 
Mr. Murphy extended his activities to 
Balltown, Elk County, Pa.; Thorn Creek, 
Butler County, and in Tarkill, Venango 
County. In the latter pool he was asso- 
ciated with George H. Torrey and Frank 
H. Taylor, of Oil City, Pa. This venture, 
as was the case in his previous efforts, 
was a notable success. With the opening 
of the McDonald field, Mr. Murphy took 
an active interest and in its development 
was rewarded with several gushers. 
Thence he extended his activities through- 
out West Virginia, Ohio, Indiana and IMli- 
nois, and within a few years was largely 
interested in operations in the Mid-Conti- 
nent and Texas fields. 

Remarkable Career. 

Mr. Murphy has had the usual varied 
and checkered career with many others 
engaged in the production of oil and, in 
his way, has had much to do in manipu- 
lating prices. In the days of Oil Exchange 
speculation, his moves were watched 
closely. It was in these days when every 
new field had its influence, and every 
wildcat well was watched by an army of 
scouts, that Mr. Murphy pitted his wits 
against speculators and scouts and usu- 
ally won. 

Mr. Murphy, from the days of wild spec- 
ulation in oil exchanges, especially from 


1882-83, when the great gushers of the 
Cherry Grove and Balltown fields, in 
Warren County, created havoc in oil 
prices and the market: declined to 49 


cents a barrel, until the end of the purely 
speculative side of crude oil prices, was 
an aggressive manipulator of prices. 

During speculative days many battles 
of wit and means of expediency were con- 
tested between Mr. Murphy and a large 
corps of oil scouts employed by various 
speculators to give information as to the 
showing of important wildcat wells. Hon- 
ors were about even, but Mr. Murphy’s 
speculative deals were more often suc- 
cessful than otherwise. Probably one of 
his most daring deals was consummated 
early in 1895. At that time speculation 
was the factor that governed prices. 

In watching changing conditions late in 
1894, it became very noticeable to Mr. 
Murphy that stocks of crude were being 
rapidly reduced and production was not 
keeping pace with the demand. Mr. Mur- 
phy, for those days, was a large owner of 
credit balances in the pipe lines, his total 
holdings being then about 160,000 bbls. 
Recognizing the opportunity, he consulted 
with some business associates, who were 
rather lukewarm, but enough support was 
promised to warrant the effort to take 
control of the market. Early in 1894 


brokers were employed by different agents 





of Mr. Murphy working in the various ou 
exchanges, and a quiet absorption of 
offerings was inaugurated. The process 
of “cornering’’ continued through many 
months and all this time oil was becom- 
ing more scarce. The holders of credit 
balances were not selling to Standard 
agencies in very large quantities. 
Boosted the Price to $2.60. 

Little by little, the oil market was by 
degrees advanced and all the time all 
offerings were absorbed until a point was 
reached where credit balances could not 
be purchased in sufficient quantities to 
protect sales of refined oil by the refiners. 
Brokers were put in to cover short sales, 
but no oil was to be had. 

Soon prices commenced to advance from 
$1.12 and $1.15 per barrel, at which prices 
Mr. Murphy and his associates had ac- 
cumulated large holdings, and by leaps 
and bounds of from 10 to 20 cents daily, 
prices advanced to $2.60 per barrel. After 
a very decided break in quotations in the 
oil exchanges, credit balances were taken 
at $2.60 per barrel. Mr. Murphy’s credit 
balances were purchased and he also dis- 
posed of his speculation accumulations, 
the whole enabling him to take something 
over $460,000 away from Oil City. Re- 
finers were caught short.and were in des- 
perate condition, but when the deal was 
over credit balances were sold and the 
situation relieved. No favors were asked 
and none were expected and the battle 
of wits had been most spectacular. 

The coup by Mr. Murphy and his as- 
sociates demonstrated beyond cavil the 
necessity of some more stable method, 
which had been foreshadowed by the fol- 
lowing notice, which was posted in the 
offices of the Joseph Seep Purchasing 
Agency here and elsewhere: 

The small amount of dealing in cer- 
tificate oil on the exchanges renders 
the transactions there no longer a 
reliable indication of the value of the 
product. This necessitates a change 
in my custom of buying credit bal- 
ances. Hereafter, in all such pur- 
chases, the price paid will be as high 
as the markets of the world will 
justify, but will not necessarily be 
the price bid on the exchange for 
certificate oil. Daily quotations will 
be furnished you from this office. 

JOSEPH SEEP. 

January 23, 1895. 

President of Pure Oil. 

Besides being president of the Pure Oil 
Co., of which he was one of the organ- 
izers, Mr. Murphy was president of the 
United States Pipe Line Co. and a director 
of the Producers & Refiners Oil Co., sub- 
sidiaries of the Pure Oil Co. He was also 
a director in the Keystone Telephone Co., 
of Pittsburgh. 

He was a member of the Manufacturers’ 
Club, of Philadephia, and the Duquesne 
Club and the Pittsburgh Athletic Club, of 
Pittsburgh. He leaves a widow, nee Mary 
McHugh; four sons—John A., Joseph I., 
Matthew S. and Michael E. Murphy, and 
two daughters, Mrs. J. C. Sheehan and 
Mrs. John J. Gallagher. 


S. H. HILL IS ILL AT WICHITA. 





EL DORADO, March 10.—S. H. Hill, 
owner of the Hill land, Section 34-25-5, 
which is valuable oil property, and who 
also has farm land in the east and a 
beautiful new residence home on North 
Summit street, is gravely ill at St. 
Francis hospital in Wichita. His death 
is expected momentarily. 

Mr. Hill has been ill for months, suffer- 
ing with trouble due to a tumor. He was 
taken to the Mayo Brothers’ hospital in 
Rochester for an examination, but no 
operation was performed. 

It is stated that Mr. Hill has no living 
relatives in Kansas. A sister and a 
brother reside in the east. 


BIG INCREASE IN CAPITAL STOCK, 

ROCK ISLAND, Ill., March 10.—Capi- 
tal stock of the Illinois Refining Com- 
pany of Galesburg, recently taken over 
by the Illinois Oil Company of this city 
has been increased from $10,000 to $1,000,- 
000 and it with the Caufield Oil Company 
will be a producing company for the par- 
ent concern. Renewed interest in the IIli- 
nois Refining Company, due to the bring- 
ing of a gusher at the Harrisburg fields, 
Saline County, last Friday, resulted in 
the stock increase. 











NOR-BRO 





RED-RAVEN-VALVE-CUPS 


NOR-BRO improved and chemically 
treated Red Raven Valve Cups for oil 
wells are used more extensively by the 
large producers than any other cup on 
the market. 


Price. $1.00 per set of four. 134’ Size. 
Results guaranteed. 
Ask your supply dealer or write us direct. 


NORRIS BROTHERS 


Sole Manufacturers 


Robinson, Illinois 


























“Chain” Drilling Machine 


This Machine has 
withstood the test 
of time, and is 
abreast with to- 
days development 
in Well - Drilling 
Rigs. 


The Parkersburg 





The best progress 
be ° ” 
in making hole 
means by the 
Parkersburg.’ ’ 





Equipped with |, 
Transport Truck, || 
Engine Founda- 
tion etc., and 
simplified for 
moving and re- 
erecting. 





Write for a 1917 
catalogue. 





The Parkersburg 
Rig Iron Outfits 
carried in stocks in 
all oil field supply 
centers. 





The Parkersburg Rig & Reel Company 


PARKERSBURG, W. VA. TULSA, OKLA. 
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EFFECT OF WAR ON PETROLEUM BUSINESS 








Opinions of Oil Men Show Considerable Optimism as to Possible 
Results of Clash Between Germany and America. 


in the millions of dollars lost in the de- 
struction of munition plants and other 
establishments engaged in turning out 
war orders in this country, since the 
great war began in 1915. This type of 
war agent would, undoubtedly, put forth 
his best efforts in the destruction of oil 
refineries. He would fire tanks and burn 
lease properties. In order to protect such 
properties large expense would be in- 
curred in maintaining guards. The long 
trains of tank cars on the railroads could 
not all be protected and there would be 
immense losses aS a consequence. Pipe 
lines would be cut and their contents 
fired. 

If the United States became involved in 
a war there would be a great demand for 
men to fill the regiments. The workers 
in the oil fields would enlist in large num- 
ers. Labor would become scarcer and 
more costly. 

Many probable happenings can be cited 
to show that war would be of great detri- 
ment to the oil trade, yet these seem to 
be not sufficiently formidable to produce 
any feeling of pessimism on the part of 
oil men. They think the situation would, 
on the whole, take care of itself and ulti- 
mately show an average favorable to the 
business. As a class, oil men stand loy- 
ally behind the Government in its at- 
tempt to command the respect of other 
powers and to protect the lives, properties 
and rights of American citizens. 


General Leasing Bill 
May Receive Attention 


WASHINGTON, D. C., March 9.—All 
efforts to pass the general mineral lands 
leasing bill, including oil, gas, phosphate 
and potash lands, failed in the last ses- 
sion of Congress. In the closing hours of 
the Congress an attempt was made by 
those senators who favored granting some 
measure of relief to oil operators who 
made entry upon withdrawn lands in Cal- 
ifornia, particularly Naval Reserve No. 2, 
to get a resolution passed which would 
direct the postponement of any action 
against these operators by the Secretary 
of the Interior until further action by 
Congress. Senator Husting, of Wiscon- 
sin, objected to the consideration of the 
resolution, however, and the parliament- 
ary situation was such in the Senate that 
it was impossible ever to reach a vote on 
the resolution. 

The oil lands leasing bill is one of the 
Administration’s conservation measures, 
strongly advocated by the President and 
Secretary Lane, of the Interior Depart- 
ment. It is expected that if an extra 
session of Congress is held this spring 
efforts will be made to put through this 
measure and also some measure granting 
relief to the oil operators who made entry 
in good faith on withdrawn oil lands. 


Oil men, in the different departments of 
the industry, are not alarmed over the 
prospects of war between the United 
States and Germany. All admit that con- 
ditions would be adversely affected at the 
outset, especially in the matter of ex- 
ports. Already, as a result of threatened 
hostilities and the German war policy 
with reference to ships of. belligerents 
and neutrals, there has been a falling 
off in transatlantic shipments. It is be- 
lieved, however, that by the arming of 
American vessels, German submarine com- 
manders will be less likely to attack 
every ship that may appear. A submarine 
is not an invulnerable war weapon. A 
well-directed shot can put a “sub” out of 
commission very readily. Of necessity, 
submarines are rather flimsy boats and 
can not be heavily armored. With alert 
and skillful gunners, merchant vessels 
should be able to accomplish much in 
clashes with submarines. Meanwhile, the 
British navy is devoting special attention 
to the business of destroying undersea 
craft and is making a good showing. 

By these means the German menace 
may soon become less formidable than it 
has been. There may be a considerable 
resumption of ocean traffic in spite of 
the ruthless program of the German sea 
raiders. 

Throughout Europe and America an un- 
precedented boom has been under way for 
some time in the construction of vessels 
of all descriptions. Not only are mer- 
chant marines being augmented by new 
vessels, but immense tonnage in war craft 
is being hurried along to completion. A 
great number of oil-burning ships are be- 
ing constructed. These will have to be 
supplied with fuel—and when a demand 
for a commodity thus becomes intensi- 
fied and increased, there will always be 
ways available for meeting the demand. 
Even great dangers will be discounted 
by hardy mariners in delivering the re- 
quired oil. 

Opinions of Oil Men. 

In a recent statement; President S. W. 
Fordyce, of the Fordyce Oil Association, 
said: “Owing to unsettled conditions of 
ocean transportation and shortage of bot- 
toms, I do not believe crude oil prices will 
advance materially in the near future, but 
naturally increasing demand for light 
products and lubricants should tend to 
increase crude prices later and net earn- 
ings of oil companies that produce, trans- 
port, refine and market should increase 
under abnormally competitive conditions. 
Actual war with Germany would be short- 
lived and the entire European war will 
probably be over before the end of this 
year. A period of readjustment will im- 
mediately set in and may injuriously af- 
fect net earnings of poorly financed oil 
ate in highly compétitive terri- 
ory.”* 

President R. D. Benson, of the Tide 
Water Oil Co., is also quoted on this 
subject and he is optimistic. Mr. Benson 
Says: 

“The probable effect of war between 
the United States and Germany on the 
oil industry of the United States would, 
in my judgment, be a temporary suspen- 
sion of shipments of gasoline and fuel oil 
to England and France. I believe, how- 
ever, that gasoline and admiralty fuel oil 
are as necessary to those countries as is 
ammunition and that the English Govern- 
ment would, if necessary, furnish com- 
mandeered ships which they now have in 
their possession and transport these oils, 
convoying ships with war vessels if they 
consider it necessary. Temporarily, the 
shipments of these two grades of oil may 
be stopped, but not for long. On the 
other hand, in the event of war, the de- 
mand from our Government for large 
quantities of gasoline and navy fuel oil 
should offset any decrease in foreign ship- 
ments. I therefore do not believe that 
War with Germany would seriously affect 
the operation of American refineries, and 
if this is so the earnings of oil companies, 
either refineries or producing companies, 
Should not be lessened.” 

_ Some Adverse Effects. 
All oil men are not so optimistic in ref- 





HARD LUCK FOR HIGH JACKIES 
CATERING TO OIL FIELD TRADE. 


EMPORIA, aKn., March 11.—Lou Todd 
and G. Davis, both of Yale, Okla., were 
dangerously injured eight miles west of 
here this afternoon when a Ford car, in 
which they were carrying seventy-five 
half pints of whisky from Kansas City to 
the Eldorado oil fields, turned over: The 
men were arrested by county officers for 
violation of the new ‘‘Bone Dry” Law. 
They were brought to a hospital here. 

Davis suffered three broken ribs and 
one of his lungs was punctured. He was 
operated on tonight and may recover. 

One of Todd’s ears was cut off. If they 
recover they will be given jail sentences. 


SPECIAL GASOLINE STANDARDS 
TO BE MADE BY GOVERNMENT. 


CHICAGO, Ill., March 10.—Word was 
received here from Washington today 
that recommendations for the adoption 
of standards for grades of gasoline prob- 
ably will be included in the report of the 
federal trade commission to Congress, to 
erence to war effects. Some members of| be made shortly as the result of its spe- 

the fraternity see incalculable trouble|cial investigation into the general gaso- 
\ ahead for the business in the event of line situation. The commission has dis- 

war and do not hesitate to say so. The|covered in the course of its inquiry that 
igi of the secret‘ incendiary who strikes|the various big oil and gasoline com- 
n the dark—who uses fire and explosive| panies have been selling all grades of 
be bounds in destroying properies, is to| gasoline for the same price, except in a 
ho considered. He has already shown 

Ow well qualified he is as a destroyer, 













laws. 





few states which have gasoline standard 








The Tide Water Refinery at Bayonne, N. J. 





To all Who Sell 
Petroleum Products 


Tide Water quality is the direct re- 
sult of a manufacturing policy built 
upon 39 years of experience in oil- 
refining. This policy embodies three 
big principles which insure quality: 


Specially chosen raw material. 


A system of tests that maintains. 


rigid standards and uniformity. 
The best and most up-to-date equip- 
ment that modern science has pro- 
duced. 


Only the finest paraffine-base crude 
is used by the Tide Water Oil Com- 
pany. Our 3,000 miles of pipe-line 
connect with more than 10,000 welis 
in the Bradford region alone. 


The uniform standard of Tide Water 
products cannot vary. $75,000 a year 
is spent in making exhaustive tests 
of each one at every stage of produc- 
tion. Twenty experts are constantly 
at work maintaining rigid uniformity 
of output. 


$3,000,000 has been spent in the last 
few years to install the best and most 
up-to-date equipment at the refinery. 
Some of our 150 products are: Kero- 


sene, Gasoline, Gas and Fuel Oil, 
Paraffine Oils, Engine Oils, Spindle 
Oils, Automobile Oils, White Olls, 


Cylinder Stocks, Grease, Wax, Pitch, 
Coke, Wax Tailings. 


Tide Water Oil Company 


11 Broadway 


NEW YORK 
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This adds life to ‘‘G-E-M’’ 


Special Bilged Steel Barrels and makes 
them stronger and more durable than ordi- 
nary steel packages. 


y = There is no distortion, stretching or crystallization 
iy of the metal in the shell or heads of the finished barrels 





to impair their strength and durability. Methods and 
equipment used in their manufacture make it possible to 


# form or shapé the bilge without altering the gauge of the 
f . rolled sheet as it comes from the mill. 





Then besides there are the six hoop formations which rein- 
% force the shell and add over 50 per cent to the strength of the 
barrel—the chime construction which is designed right, made tight and 
stays tight—and—the bilge which makes the barrel easy to handle and 
up end—‘‘G-E-M"’ Special Bilged Steel Barrels are one man packages. 
If you have never used ‘‘G-E-M”’ Special Bilged 


Steel Barrels and want to know more about their con- 
struction and service write the nearest district offices 


The Pressed 
Steel Products Co. 
_ SHARON, PA. 
New York Pittsburgh Chicago St. Louis 
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DIVINING DEVICES OF ANCIENT ORIGIN 


United States Geological Survey Gives Interesting History of Super- 
stitious Methods of Locating Water and Other Things. 


WASHINGTON, D. C., March 15.—The 
idea that a forked twig, or so-called divin- 
ing rod, is useful in locating minerals, 
finding hidden treasure or detecting crim- 
inals is a curious superstition that has 
been a subject of discussion since the 
middle of the Sixteenth Century and still 
has a strong hold on the popular mind, 
even in this country. This is- evident 
from the large number of inquiries re- 
ceived each year by the United States 
Geological Survey, Department of the In- 
terior, as to the efficacy of such a twig, 
especially for locating underground water. 
To furnish a reply to these inquiries the 
Geological Survey has published a brief 
paper, by Arthur J. Ellis, on the history 
of water witching, with a bibliography 
that includes a truly astonishing number 
of books and pamphlets on this uncanny 
subject. 

In summary the paper states: It is 
doubtful whether so much investigation 
and discussion have been bestowed on 
any other subject with such absolute lack 
of positive results. It is difficult to see 
how for practical purposes the entire mat- 
ter could be more thoroughly discredited. 
It is by no means true that all persons 
using a forked twig or some other device 
for locating water or other minerals are 
intentional deceivers. Some of them are 
doubtless men of good character and 
benevolent intentions. However, as any- 
thing that can be deeply veiled in mystery 
affords a good opportunity for swindlers, 
there can be no reasonable doubt that 
many of the large group of professional 
finders of water, oil or other minerals 
who take pay for their ‘‘services” or for 
the sale of their “instruments” are delib- 
erately defrauding the people and that the 
total amount of money they obtain is 
large. To all inquirers the United States 
Geological Survey therefore gives the ad- 
vice not to expend any money for the 
services of any ‘‘water witch” or for the 
use or purchase of any machine or instru- 
ment devised for locating underground 
water or other minerals. 


History of the Superstition. 

In tracing the history of the subject it 
is found that divining rods have been 
used (1) to locate ore deposits, (2) to dis- 
cover buried or hidden treasure, (3) to 
find lost landmarks and re-establish prop- 
erty boundaries, (4) to detect criminals, 
(5) to analyze personal character, (6) to 
cure diseases, (7) to trace lost or strayed 
domestic animals, (8) to insure immunity 
against ill fortune by use as a fetish, 
(9) to locate well sites, (10) to trace the 
courses of underground streams, (11) to 
determine the amount of water available 
by drilling at a given spot, (12) to deter- 
mine the depth at which water or ores 
occur, (13) to determine the direction of 
eardinal points, (14) to determine the 
heights of trees and (15) to analyze ores 
and water. 

The origin of the supersitition is lost in 
antiquity. What is believed to be the 
first published description of the divining 
rod is contained in Georgius Agricola’s 
“De re metallica,’’ which was published 
in 1556. The device became common first 
in Germany as a means of locating mines 
and also for discovering buried treasure, 
a matter of rather common interest in 
those days, when the practice of burying 
money and plate for safe keeping was 
very general. It was introduced into Eng- 
land by German miners during the reign 
of Blizabeth (1558-1603), and before the 
end of the Seventeenth Century it had 
spread through the countries of Europe. 
Everywhere it aroused controversy. The 
rules prescribed for the cutting of the 
twig partook largely of heathen sorcery 
and astrology. There were indeed, to 
some extent, unconscious reminiscenses 
of the old Scandinavian and even of the 
Aryan mythology. But this heathen in- 
fluence was offset when the rod was duly 
Christianized by baptism, béing laid for 
this purpose in the bed with a newly bap- 
tized child, by whose Christian name it 
was afterward addressed. It is readily 
conceivable that the motive for surround- 
ing this practice with a religious atmos- 
phere might not have been altogether a 
belief in its divine character, for at that 
time any one found engaged in mysterious 
works was in danger of being charged 
with sorcery and burned to death. 

In Detecting Criminals. 

The divining rod continued to be a 
favorite subject with alchemistic writers 
until about 1666, when a new turn of 
affairs was brought about by a Jesuit 





father, who denounced it as an instrument 
controlled by the devil. The subject was 
then taken up by the church,’ and for 
more than 100 years it was hotly debated 
by churchmen. Some approved of it and 
authorized its use on church property; 
others condemned it and threatened those 
who used it with excommunication. In 
1692, the year of the Salem witchcraft, its 
notoriety was greatly increased by the 
arrest and execution of a criminal through 
the agency of a peasant who used a divin- 
ing rod. Interest in this case was intense 
and widespread and called forth a large 
amount of literature. As late as 1703 this 
peasant was employed to point out with 
his divining rod Protestants for massacre, 
under the plea of punishment for crimes 
they had committeed. The divining rod 
was in some respects closely related to 
witchcraft, as is suggested by the use of 
incantations. in connection with divining, 
and to this relationship may be ascribed 
in some measure the strengthening of 
belief in it. Witchcraft at that time had 
become a frenzy, and anything which by 
any stretch of the imagination could be 
suspected of implication with witchcraft 
became a subject of discussion and the 
basis of firm opinions and beliefs. In 
1701, however, the Inquisition issued a de- 
cree against the further use of the divin- 
ing rod in criminal prosecution, and this 
use of the device rapidly came to an end. 
Recent Discussions. 

In the latter part of the Eighteenth Cen- 
tury an attempt was made to explain 
water witching as an electric phenome- 
non, and later it was discussed as a psy- 
chic phenomenon. At almost every step 
in the advance of science some one has 
attempted to explain its supposed opera- 
tion by means of the latest scientific 
theories. 

Before the present war there were sev- 
eral societies in Germany whose sole ob- 
ject was said to be the study of the divin’ 
ing rod. In 1910 the Department of Agri- 
culture of France appointed a committee 
to investigate the subject, and in 1914 
this committee was still investigating. 

A copy of the Government report, which 
is published as Water-Supply Paper 416, 
can be obtained by addressing the Direc- 
tor, United State Geological Survey, 
Washington, D. C. 


English Tanker is Sunk 
Off Coast of Ireland 


NEW YORK, March 10.—The British 
tank stamer Pinna, with a cargo of oil 
from Gulf ports, was sunk by a German 
submarine Feb. 11, 20 miles off the Irish 
coast, her crew reported on their arrival 
here today on the White Star liner Adri- 
atic, from Liverpool. Three of the crew 
were Americans, of whom Archie Gibs 
and Tom Wilson, both of Newport News, 
were among the arrivals today. Accord- 
ing to Gibs, the ship was torpedoed at 
night and without warning. 

Gibs said many of the crew were in 
their bunks and the first they knew of 
the attack was the explosion that threw 
them out on the floor. They had to fight 
their way to the deck through a flood of 
oil. All hands managed to get safely 
away in the boats before the ship went 
down. 

The Pinna was owned by the Petroleum 
Steamship Co., Ltd., of London, and was 
built in 1901. 





WILD HORSE VALLEY OPERATIONS. 





PUEBLO, Colo., March 10.—Wild Horse 
Valley Oil Company, a local corporation, 
filed articles of incorporation with the 
Secretary of State last week and in this 
County last Wednesday. The directors 
are Theodore Dunn, W. J. Crowe, J. E. 
Gustavson, D. J. Prosser, S. E. Thomas, 
Earl Robinet, Wm. Prossor and James F. 
Drake. Work of drilling commenced last 
week on the Dunn ranch, about one-and- 
one-half miles northwesto f the Colum- 
bine derrick. W. J. Crowe is the presi- 
dent, S. E. Thomas, secretary and Darl 
Robinnet treasurer. In a well about two 
miles north of the Dunn ranch oil was 
found at a depth of 100 feet, and at 200 
feet the water was so ful of oil that it 
can not be used for domestic purposes. 
The drilling outfit was moved to the 
Dunn ranch and if the same conditions 
are found a standard drilling outfit will 
be ordered at once. ; 











OKLAHOMA IRON WORKS 


Manufacturers and Wholesalers 


Oil Well Drilling and Fishing Tools, Rig Irons, 
Pumping Jacks, O. K. Sand Reels. 


Office and Works, TULSA, OKLA. 








OKLAHOMA TOOL & SUPPLY 
COMPANY 


Oil Well Supplies, Pumping Jacks, Rig Irons, Casing, Line 
Pipe, Tubing, Pull Rods, Sucker Rods, Mill Supplies. 


Agents for American Wire Lines and Waterbury Manila Cables. 


Main Office, TULSA, OKLA. 
Branch Stores, Bartlesville, Drumright and Okmulgee, Okla. 


OKLAHOMA STRUCTURAL 
STEEL COMPANY 


Designers and Builders of Steel Structures. 


Office and Works, TULSA, OKLA. 
































The Merit of 


ee |)en-Emetine == 


TOOTH PASTE 


IS BEING PROVEN BY THOUSANDS 
OF PEOPLE AT THE PRESENT TIMB. 





THIS IS A WONDERFUL RECORD FOR 
A PRODUCT THAT HAS BEEN ON 
THE MARKET FOR SO SHORT A 
TIME. 


DEN-EMETINE TOOTH PASTE. 





IS A REAL BOON TO HUMANITY AS 
IT NOT ONLY CLEANS AND 
WHITENS THE TEETH AND SWEET- 
ENS THE BREATH, BUT PREVENTS 
PYORRHEA—THE WORST DISEASE 
THE MOUTH IS HEIR TO. 


For sale at the Puritan and Quaker 
Drug Stores, Tulsa, Okla., or, 


THE KRAMER LABORATORIES co. 
OIL CITY, PA. ; 


ASK YOUR DENTIST 
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A Promising Anticline 
Found at Merced Hills 


Editor The Oil and Gas Journal: 

An item in a recent issue of The Oil & 
Gas Journal regarding the Standard Oil 
Co. well now drilling in the Merced Hills, 
about 20 miles due east from Los Angeles, 
has recalled to the writer some interest- 
ing facts as to the geology and structure 
of this promising new district. in Cali- 
fornia. 

About four years ago, during an exam- 
ination of properties near Whittier, some 
five miles from the Merced Hills, the 
writer realized for the first time that a 
very promising anticline existed .in the 
leter locality. Some days were spent in 
determining the exact position of the axis 
of the fold and the territory was soon 
after recommended for a tests, but owing 
to an estate litigation it was impossible 
to obtain a satisfactory lease. During the 
latter part of 1916, however, the Standard 
Oil Co. succeeded in leasing some 700 
acres of the structure and the present 
well is the result. 

To those familiar with favorable domes 
and anticlines in Oklahoma, the Merced 
Hills of Southern California would appear 
to be absolutely unsuited to the reten- 
tion of oil. The dips upon this California 
structure instead of being 20 or 30 feet 
to the mile are from 15 to 35 or 40 degrees. 
In other words, a well drilled a mile from 
the outcropping of an oil sand would not 
reach that sand until a depth of some 
4,000 feet had been reached. The anti- 
cline in the Merced Hills manifests it- 
self topographically as a_ well-defined 
elongated hill stretching along the mar- 
gin of the Rio Hondo Valley for a dis- 
tance of about two miles, and _ rising 
several hundred feet above the surround- 
ing country. The hill itself, being open 
and grassy, is in sharp contrast to the 
deep foliage of the orange and lemon 
orchards which cluster about its foot. 
Agriculturally the valley lands are among 
the richest in this part of California. 
Several small canyons originate in the 


Merced Hills and these have cut suffici-) 


ently far into the formations exposed at 
the surface of the ground so that many 
croppings of the underlying formation are 
exposed, and it is comparatively easy to 
read the angle of dip upon the beds of 
conglomerate, soft shale and sandstone, 
thus made visible. Careful study has 
shown that the axis of the dome is broad 
and flat and occupies the topographic 
axis of the hill, while as the margin of 
the uplift is approached the dips become 
gradually steeper until just at the edge 
of the valley land angles of 35 degrees 
were obtained in several places. 

The formation involved in this district 
is known locally as the ‘‘Fernando” and 
consists of from 2,000 to 3,500 feet of 
fairly well consolidated shales, sandstones 
and conglomerate. All of the oil fields of 
this part of Southern California obtain 
their production from sandstones lying 
at, and near the base of the Fernando 
formation, which rests uniformably upon 
the usually more sharply folded shales of 
the Puente” series. These Puente shales 
are highly organic and are undoubtedly 
the source of the oil in the district, al- 
though curiously enough they themselves 
are seldom productive of oil in commer- 
cial quantities as many producers, especi- 
ally those new to California, have learned 
to their sorrow. The basal beds of the 
Fernando formation, are unusually very 
productive and wells have been brought 
in in nearby fields with initial productions 
of from 5,000 to 10,000 bbls. daily. Espe- 
cially is this true of the Coyote Hills 
district, located about 11 miles south 
and east from the new Merced locality, 
the former territory being located upon 
a dome almost identical in size, direction 
and formational character, with the struc- 
ture in the Merced Hills. 

“hese few notes have been offered be- 
cause it is generally supposed, especially 
among Mid-Continent opeartors, that the 
California fields are all proved up. The 
new Merced Hills district bids fair to 
become a real factor in oil production in 
this part of California during the next 
few months and yet it is within 20 miles 
of Los Angeles and has been within plain 
Sight of oil men and others traveling 
along the magnificent Whittier-Los An- 
<—_ and Pasadena boulevard for many 
years. 

HARRY R. JOHNSON. 
Tulsa, Okla., March .10. 


VACUUM OIL BOARD RE-ELECTED. 


At the annual meeting of the stock- 
holders of the Vacuum Oil Co. the re- 
tiring directors were re-elected. The finan- 
cial statement for the year 1916 was not 
Presented, being incomplete, 


BOLIVIA WILL CONSERVE ITS 
RESOURCES OF PETROLEUM, ETC. 





WASHINGTON, D. C., March 2.—A law 
passed by the Bolivian Congress at its 
last session and recently approved by the 
President of Bolivia provides for the con- 
servation of that country’s resources of 
coal, petroleum and sulphur. The law 
provides for the payment of a tax amount- 
ing to less than one cent per hectare 
(2.47 acres) on claims to which title has 
already been acquired, which tax, after 
three years, or in January, 1920, will be 
increased to 4 cents per hectare. The tax 
is payable on June 30 and Dec. 30 of 
each year and claims upon which the tax 
is not paid promptly will be forfeited to 
the national Government of Bolivia. 

The Government shall receive 10% of 
the gross output of all petroleum wells 
operated on privately-owned claims. 

This law prohibits the further granting 
of petroleum concessions and provides for 
the return to Government ownership of 
any claims forfeited for lack of payment 
of the tax or for any other reason. 

The income to be derived from taxes 
levied by this law will be available for 
extension of the Potosi-Sucre-Santa Cruz 
Railway. 


CADDO HEAVY ADVANCES 5 CENTS. 


SHREVEPORT, La., March 14.—The 
market price of Caddo heavy oil was this 
morning advanced 5 cents a barrel, mak- 
ing the present quotation $1. 





OIL TAX MONEY FOR SCHOOLS. 


| $25,000,000 Deal 


SAPULPA, Okla., Mach 13.—By a deci-| ’ . ° 
sion handed down today by the supreme| In Mid-Continent Fields 
ST. JOSEPH, Mo., March 10.—The de- 


court the board of education of the city 
| tails were completed here today for the 


of Sapulpa is authorized to use the gross} 
production tax money turned back to 
Creek County as it sees fit. The opinion| merger of Kansas and Oklahoma oil prop- 
is far reaching and will directly affect) erties in a company to be capitalized for 
every oil producing county in Oklahoma. | $25,000,000. Attorneys representing the 
|merged companies left for Dover, where 
| the incorporation will be perfected under 
AMERICAN COMPANY HAS TESTED | the laws of Delaware. The new company 
CERTAIN COSTA RICA LOCATIONS. is to be named Wichita Independent Con- 
| solidated Oil & Refining Co. The prop- 
WASHINGTON, D. C., March 10.—A| erties embraced are Wichita Independent ° 
contract has been entered into between! Oil & Refining Co., Wichita, Kan.; Mill- 
the Costa Rican Government and the;hauser Property and Kauffman Co., El 
United States concessionaire for the ex-| Dorado, Kan.; British-American Oil Co., 
ploitation of the Government-owned oil|New York, and the consolidation of casing- 
fields in Costa Rica, under the terms of|head gasoline plants and properties in 
which the concessionaire is required to} Augusta, Leone, Winfield and Argonia, 
organize, in Costa Rica or elsewhere, a/|Kan., and the Blackwell region in Okla- 
limited company, to be called the ‘‘Costa| homa. 
Rica Oil Corporation,’’ with a capital of| The headquarters of the merged com- 
not less than $2,000,000. The concession-| panies will be at Wichita. There are 
aire had already begun operations before |5,000 stockholders, mostly Kansas City 
the official ratification of this contract,|and Wichita residents. 
and drills had been imported into Costa <caeaie edison 
Rica. These were erected close to the|OIL MAN FATALLY CRUSHED; 
Amei River, in the vicinity of the Tala-| AUTO PLUNGES IN CIMARRON. 
manca Mountain raange, and experiments | 
were made there; the seepage showed; GUTHRIE, Okla., 1 March 9.—Near Rip- 
signs of oil, but, it is said, not sufficient | ley an automobile containing four oil men 
to justify continued operations, and the} went over a bluff into the Cimarron River 
drills were closed down for the time be-|and one of the men, J. H. Casseler, of 
ing. It is anticipated, however, that fur-| Wheeling, W. Va., was fatally crushed 
ther trials will be made in the neighbor-|beneath the machine. The other three 
hood. C.E.K. |were unhurt, outside of a few bruises. 
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Power per hour. 


115 Broadway, 


Pump Oil With Oil 


Do away with steam plant losses, 
maintenance and operating force by 
installing a combined unit. 





The Snow Crude Oil Engine can be 
operated with the low or high gravity oils; 
less than % lb. is necessary per Brake Horse 


Worthington Pump and Machinery Corporation 


DEANE 


Power Pump 


Deane Power Pumps will efficiently handle 
crude oil at any gravity or pressure for line, 
loading, or tank service. 
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|B YOU desire STRENGTH in the WELD, LASTING QUALITIES, FREEDOM 
FROM CYRSTALLIZATION UNDER WORKING STRAINS and SMOOTH, 
SHARP THREADS, INSURING TIGHT JOINTS, use SOUTH CHESTER 
WROUGHT IRON CASING, TUBING, ROTARY and DRIVE PIPE. 

Carried in stock by 


LUCEY MANUFACTURING CORPORATION 


HOUSTON, BEAUMONT, HUMBLE and SOUR LAKE, TEXAS 
and SHREVEPORT and OIL CITY, LA. 


PRICHARD SUPPLY CO. - - - Mannington, W. Va. 
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ROUSE SUPPLY 0O. - = --*s+-+-+sftr er 7 7 8 2 © ” Rouseville, Pa. 
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SOUTH CHESTER TUBE COMPANY 
CHESTER, PA. 
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AMENDMENT OF TEXAS LAND ENACTMENTS 


Bill of Interest to Oil Prospectors—It Has Good Provisions and 
Objectionable Ones—Two Sections Need Revision. 


AUSTIN, 











this State are deeply interested in the 
passage of House Bill No. 676, amending 
laws relating to the manner of obtaining 
public lands for the development of min- 
eral industries. The bill has been given 
favorable committee report. 

Under the terms of the proposed legis- 
lation there are some important and de- 
sirable changes over existing legal regu- 


lations. Also, there are objectionable fea- 
tures. 
One may, under the bill’s provisions, 


acquire 2,560 acres, or four sections, in- 
stead of two, as under the old law. And 
one may acquire another 2,560 acres with- 
in two miles of the former acreage. These 
are among the importatn changes made 
by the new law. 

The bill provides, however, that $2 per 
acre must be paid when a lease is ob- 
tained and each year thereafter, as long 
as the lease is in force, in addition to the 
one-eighth royalty. It seems wholly un- 
reasonable that this requirement should 
be made of the operator; it might, how- 
ver, be justified if it were credited as an 
advance on royalties, but this is not the 
case. 

In Section 19 there are many conditions 
which permit the Commissioner of the 
General Land Office to cancel the lease. 
It happens that the present Commissioner 
earnestly desires to, and does, co-operate 
generously in all bona fide efforts for the 
development of the mineral on the public 
lands of the State, but Texas citizens 
have no certainty that his successors in 
that office will follow this principle and 
be guided by the same generous spirit. 

Section 19 of the act should be revised 
so as to give fewer discretionary powers 
to the Land Commissioner. If laws are 
to be left open for too great a variety of 
interpretations, it would be better if they 
were never enacted. 


Old Restrictions Are Absurd. 

In Texas there are vast areas of terri- 
tory remaining untested because of ab- 
surd restrictions placed upon their devel- 
opment as mineral lands. In the adop- 
tion of new legislation to remedy this con- 
dition of affairs, the Legislature should 
see to it that all barriers against legiti- 
mate enterprise on the part of prospectors 
are so thoroughly set aside that no ob- 
structions shall remain. 

The great mineral wealth of the State 
should not be tied up by ill-advised con- 
ditions. Every oil man in Texas should 
do all in his power to arouse sentiment in 
favor of a sound and reasonable land-dis- 
tributing system—and this result may be 
attained if legislators are shown wherein 
the State’s best interests can be served 
by intelligent action. 

Not only are the interests of petroleum 
producers affected, but the general min- 
ing business and the prosperity of the 
State as a whole are, to a large extent, 
involved. 

In the bill it is provided (Section 3) that 
“one desiring to obtain the right to pros- 
pect for and develop petroleum oil and 
natural gas that may be in any of the 
surveyed areas included herein, shall file 
with the County Clerk an application in 
writing giving a designation of same suf- 
ficient to identify it. The County Clerk 
shall, upon receipt of $1 as a filing fee, 
file and record the application and note 
the same on his record of surveys oppo- 
site the entry of the proper survey, giving 
the time of filing. When one has obtained 
four sections or that equivalent eligible to 
be embraced in one permit, such applicant 
shall not obtain any more land within two 
miles thereof, but if one obtains less than 
four sections eligible to be embraced in 
one permit, such one may obtain such 
additional area within two miles of the 
other area as will equal four sections. 
One shall not obtain more than 1,000 acres 
within one mile of a well producing petro- 
leum.” 

Section 4: “One desiring to obtain the 
right to prospect for and develop petro- 
leum and natural gas in any of the State’s 
unsurveyed areas named in this act, shall 
file with the County Surveyor an applica- 
tion in writing for each area applied for, 
giving a designation of same sufficient to 
identify it, but such area shall not ex- 
ceed 2,560 acres. Opon receipt of $1 filing 
fee the Surveyor shall file and record the 
application.” 

Filing of Applications. 

Section 5: ‘‘When the Commissioner 
receives an application that was filed with 
the County Clerk or an application that 





Tex., March 10.—Oil men of|was filed with the Surveyor and the field 


notes and plat, $1 filing fee and 10 cents 
per acre of each acre applied for, a sworn 
statement by the applicant showing what 
interest he has in other permit, lease or 
patent issued under this act and in good 
standing, he shall file same, and if upon 
examination the application or the appli- 
cation and field notes are found correct 
and the area applied for is within the pro- 
visions of this act, the Commissioner shall 
issue to the applicant or his assignee a 
permit conferring upon him an exclusive 
right to prospect for and develop petro- 
leum and natrual gas within the desig- 
nated area for a term not to exceed two 
years.”’ 

Section 6: “Before the expiration of 
six months after the date of the permit, 
the owner thereof shall, in good faith, be- 
gin actual work necessary to the physical 
development of said area, and if petro- 
leum or natural gas is not sooner devel- 
oped in commercial quantities, the owner 
or manager shall, within 30 days after the 
expiration of one year from the date of 
the permit, file in the General Land Of- 
fice a sworn statement, supported by two 
disinterested credible persons, that such 
actual work was begun within the first 
six months aforesaid, and that a bona 
fide effort to develop the said area was 
made during the six months preceding the 
filing of the statement and showing what 
work was done and expenditures incurred, 
and whether or not petroleum or natural 
gas had been discovered in commercial 
quantities. A failure to file the statement 
herein provided for within the time spe- 
cified or the filing of a statement untrue, 
or false in material matters, shall subject 
the permit to forfeiture and the termina- 
tion of the rights of the owner. The own- 
er of a permit shall not take, carry away 
or sell any petroleum or natural gas be- 
fore obtaining a lease therefor; provided, 
such quantity as may be necessary for 
the continued development of the area 
before obtaining a lease may be used 
without accounting therefor.” 

Section 7: “If at any time within the 
life of a permit one should develop petro- 
leum or natural gas in commercial quan- 
tities, the owner or manager shall file in 
the General Land Office a statement of 
such development within 30 days there- 
after, and thereupon the owner of the 
permit shall have the right to lease the 
area included in the permit upon the fol- 
lowing conditions: 

Two Dollars an Acre. 

“1. An application and a first payment 
of $2 per acre for a lease of the area in- 
cluded in the permit shall be made to the 
Commissioner of the General Land Office 
within 30 days afer the discovery of petro- 
leum or natural gas in commercial quan- 
tities. 

“2. Upon the payment of $2 per acre 
for each acre in the permit, a lease shall 
be issued for a term of 10 years or less, 
as may be desired by the applicant, and 
with the option of a renewal or renewals 
for an equal or shorter period, and annu- 
ally, after the expiration of the first year 
after the date of the lease, the sum of $2 
per acre shall be paid during the life of 
the lease and, in addition thereto, the 
owner of the lease shall pay a sum of 
money equal to a royalty of one-eighth 
of the value of the gross production of 
petroleum. The owner of a gas well shal! 
pay a royalty of one-tenth of the value of 
the meter output of all gas disposed of 
off the premises.”’ 

In Section 4 is provided terms upon 
which offset wells may be drilled. In the 
bill are 29 sections, covering various 
phases of the mining business. 

Forfeiture by Commissioner. 

Section 19, which is being opposed by 
oil men, reads as follows: 

“If a permit or lease should be issued 
upon a statement by the applicant which 
is false or untrue in material matters, or 
should the owner of a permit fail or re- 
fuse to begin in good faith, the work nec- 
essary to the development of the area 
within the time required, or should the 
owner of a permit fail or refuse to pro- 
ceed in good faith and with reasonable 
diligence in a bona fide effort to develop 
an area included in his permit after hav- 
ing begun the development, or should the 
owner of a permit fail or refuse to apply 
for a lease within the prescribed time, 
or should the owner of a lease fail or re- 
fuse to proceed in good faith and with 
reasonable diligence and in a bona fide 
effort t develop, operate and put,out the 
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mineral or other substance at any time 
during the life of the lease, or should 
the owner of a lease fail or refuse to make 
proper remittances in payment of royalty 
or other payments or fail or refuse to 
make the proper statement, or fail to 
furnish the required evidence of the out- 
put and market value and material mat- 
ters relating thereto when requested, or 
fail to make the annual payment on the 
area when requested so to do, the permit 
or lease, as the case may be, shall be 
subject to forfeiture, and when the Com- 
missioner is sufficiently informed of the 
facts which subject the permit or lease 
to forfeiture he may declare same for- 
feited by proper entry upon the duplicate 
permit or lease kept in the General Land 
Office. When forfeiture has been declared 
a notice of that fact shall be mailed to 
the proper county clerk and the area.shall 
be subject to the application of another 
than the forfeiting owner when notice 
has had time to reach the County Clerk 
through due course of mail; provided, the 
Commissiner may exercise large discre- 
tion in the matter of requiring one to de- 
velop gas wells, and provided further, that 
all forfeitures may, within the discretion 
of the Commissioner, be set aside and all 
right reinstated before the rights of an- 
other intervene.”’ 


MANY SUBSTITUTES FOR PETROL 
ARE CARRIED IN GREAT BRITAIN. 


Advices from England indicate that 
owing to restrictions in the use of gaso- 
line, or regular motor spirit, due to war, 
various mixtures.are being used as sub- 
stitutes. These are based on white oils 
exported, chiefly, from the United States. 
The Petroleum Review publishes a list of 
substitutes as follows: B. M. G., benzo- 
lite, beatsoil, binks, force, Hall’s oil, Har- 


wood’s, Hercules, kempel, Little’s oil, 
petrofin, petroline, petrolior, petron, 
relico, russeline, thewal, teprol, triple, 
wetrol, white spirit, wital and ‘‘sub- 


stitute.’’ 

These substitutes are not included in 
the government’s restrictions on the dis- 
tribution of gasoline, but it is probable 
that in the near future, owing to the in- 
creasing use of the new mixtures, they 
will be placed under regulations. In Great 
Britain the automobile has gone beyond 
the uses of a joy-riding vehicle. It is a 
machine of necessity and rather than re- 
linquish its help in transportation matters 
the fuel substitutes are utilized freely. 


RIG BUILDER’S “UNWRITTEN LAW.” 


OKMULGEE, Okla., March 9.—Carl 
Creek, a rig builder in the oil fields, who 
was placed on trial in the district court 
today on a charge of murdering Earl 
Kelly at Morris in March, 1915, is plead- 
ing the unwritten law as his defense. 

Creek alleges that Kelly sought to 
estrange his wife and that Kelly was 
— Mrs. Creek at the time he was 

illed. 


ROXANA CO. 1S REORGANIZED; 
CAPITAL STOCK NOW, $60,000,000. 





NEW YORK, March 16.—<According to 
information of Financial America, the 
Roxana Petroleum Corporation, with a 
capital stock of $60,000,000, of which $40,- 
000,000 is common and $26,000,000 is pre- 
ferred, has been incorporated under the 
laws of Virginia. 

This company will take over the prop- 
erties of the Roxana Petroleum Co. of 
Oklahoma, consisting of many  thou- 
sands of acres of producing oil lands, re- 
fineries, ete., with offices at Tulsa, Okla., 
and New York city. 

The officers of the new company are: 
W. A. J. M. van Waterschoot van der 
Gracht, president; Benjamin R. Rice, vice- 
President, and T. F. Lydon, secretary. 

The new corporation will build a large 
refinery in St. Louis and in due time it is 
announced, its refineries and production 
will be a factor in the sale and distribu- 
tion of refined products of crude oil. 

Mr. Van der Gracht, the president, was 
graduated as a mining engineer and geolo- 
gist at the Academy of Freiburg, Saxony, 
in 1904. In 1915 he became associated 
with the Royal Dutch Shell group in 
America and was elected president of the 
Roxana Petroleum Co., suceeding G. M. 
Luyk, resigned. 


HEALDTON OIL PROPERTY SOLD. 





ARDMORE, Okla., March 10.—Joseph 
C. Kinney of Rock Springs, Wyo., pur- 
chased today for $100,000 the Duard Oil 
Company, which owns a sixty-acre pro- 
ducing oil lease in the Healdton oil fields. 
The property sold was owned largely by 


Graphic Story of the 
Birth of Oil Company 


Kentucky has been recognized as an oil- 
producing State for many years, but until 
recently. its possibilities have not been 
brought to the attention of the public 
through newspaper publicity. Paying wells 
in Estill County and favorable indications 
in many other counties of the State have 
caused the writers of ‘‘Kaintuck” to tem- 
porarily forget the agricultural, stock- 
raising and lumber industries and devote 
a bit of their time to the commendable 
work of writing oil news. A recent con- 
tribution to The Journal from Metcalf 
County is witness of this fact. It follows: 
“It was not a shell game. He did not 
play the ponies or spin the roulette. 
Neither did he possess the touch of Midas. 
It was no bunco game. The oil is in the 
abdomen of Metcalf County. Her crus- 
taceous cavity has already been punc- 
tured. The finest quality of amber oil, 
testing around 42 gravity, was found. 
The news percolated to the ears of pro- 
moters and investors. A man blew into 
Edmonton, the county seat of Metcalf 
County, from the great field in Bstill 
County, looked the territory over and said 
that there was oil away down in the 
bowels of the sterile old hills of Metcalf 
County, somewhere this side of Dante’s 
regions. Consequently, he said to Forrest 
James: ‘I’ve got the kale, you do the 
leasing and we'll go fifty-fifty.’ The J. & 
Cc. Oil Co. was born and 30,000 acres of 
land leased. A New York syndicate went 
into Metcalf County territory, looked it 
over and pronounced it good. They took 
Mr. James to little old New York on a 
Pullman car, at their own expense. They 
showed him the big White Way, the Flat 
Iron Building, the Broadway girls, lunched 
at the Waldorf-Astoria, talked business 
and closed a deal. Mr. James went back 
to his old town of Jackson, in Metcalf 
County, with. an inflated bank account 
good for 8,000 plunks and a wad of long 
green on his flank that would choke a 
mule. He was sporting a stone with more 
fire in it than a cat’s eye atl a.m. He 
bought himself a benzine buggy and has 
a pot full of money left and some in a 
gourd. 

“This leasing game certainly beats tak- 
ing the chance of making the Kentucky 
corn juice bark in the hills, with the rev- 
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SPECIAL PAINTS 


FOR THE OIL TRADE 







We manufacture a complete line of Paints, Enamels and 
Varnishes and include among them a number of special 
paints for the Oil Trade, such as 


Cook’s Zine Tank Paint 


A Zinc Tank Paint which has proven 
to be the most efficient type of paint 
for this class of work. 


Steel-Kote 


A metal preservative paint for tank 
cars which prevents Rusting, Corrod- 
ing or Pitting. An exceptionally dur- 
able Steel Paint. 
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enue cops always at one’s heels.’ 


WILL NOT LOSE SIGHT. 





Some time ago, while conducting in- 
vestigations in the Healdton field, W. G. 
Matteson, geologist for the Producers 
Oil Co., was painfully injured. A branch 
penetrated his right eye and for a time 
it was feared the optic was permanently 
injured. Drs. McReynolds and Jones, of | 
Dallas, Tex., have had the case in charge 
and now assure Mr. Matteson that partial 
vision may be restored to the eye by 
means of an operation. 


TULSA’S BIG HOSPITAL PROJECT: 





This week on Wednesday, a campaign | 
began for the raising of a fund of $250,-| 
000 for the erection of a large hospital to} 
be conducted by the Sisters of the Sor- 
rowful Mother, in Tulsa. The plan is to 
obtain the fund in 10 days. One-third 
of the work to be done in the institution 
will be charitable and the doors will al- 
ways be open to afflicted and injured 
of all classes, nationalities and creeds. 
The building is to be a six-story one, fire- 
proof and modern in all particulars. 


CITIES SERVICE CO. TO HAVE 
LARGER CAPITAL AT DISPOSAL. 





At the annual meeting of the Cities 
Service Co., (Doherty interests) on April 
8, stockholders will. vote on the proposi- 
tion toauthorize an increase in capital 
stock from $100,000,000 to $150,000,000, 
divided as follows: The preferred stock 
from $60,000,000 to $100,000,000 and the 
common stock from $40,000,000 to $50,- 
000,000. 

They will also- be asked to ratify the 
action of the directors taken last year 
when it was provided that “until such 
time as there has been invested in the 
property of Cities Service Company or its 
subsidiaries, from the earnings of the 
company, a sum equal to the entire par 
value of the preferred ‘stock then out- 
standing, there shall be no dividends paid 
in cash on the common stock in excess of 
6 per cent, unless the company shall, for 
a period of six months, have purchased 
and retired all preferred stock that can 
be purchased in the open marekt at 110 
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MEASURING TAPES 


OF EVERY DESCRIPTION 
TAPES SPECIALLY ADAPTED TO THE WORK 
OF TANK GAUGERS AND TANK STRAPPERS 
With Plumb Bob. Without Plumb Bob. 
Furnished with substantial Metal Frames, 
Reels or Cases, also Leather Cases. 


STEEL AND METALLIC TAPES 
for general use. 
WS, FAS, ff TAPES are very generally 
ure from your dealer 


Our tapes have been widely used and most 
favorably known for years. 
stocked by supply houses. 
Should you be unable to 
sec 
just what you desire, we would be pleased to hear 
from you. 





Send for Catalogue. 
THE [UFKIN fOULE Ci GO. New ror Landon Eng. 
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Stocks in Gulf Coast 
Over 7,000,000 Barrels 


HOUSTON, Tex., March 10.—The total 
stocks of crude in steel and earthen tanks 
in the Gulf Coast pools aggregate 7,331,255 
bbls., of which amount 2,052,485 bbls. are 
in steel tanks and 5,278,770 bbls. in earth- 
en storage. These figures do not take 
into account approximately 2,400,000 bbls. 
held in storage by the American Petro- 
leum Co. (J. S. Cullinan interests) in steel 
tanks in Houston and in the Humble pool. 
Neither do they include approximately 
227,000 bbls. in the Sour Lake and Sara- 
toga pools credited to the Rio Bravo Oil 
Co., the producing subsidiary of the 
Southern Pacific Railroad Co. The Mag- 
nolia Petroleum Co. has in the neighbor- 
hood of 1,250,000 bbls. in steel and earthen 
storage at Spindletop, which amount is 
also eliminated from the compilations of 
Gulf Coast crude storage, for the reason 
that this oil, of which 600,000 bbls. is in 
steel and 650,000 bbls. in earthern reser- 
voirs, is oil from the Northern fields held 
for the use of the company’s refinery at 
Beaumont, and hence is not a factor. The 
storage surplus of the American Petro- 
leum Co. goes to the Galena-Signal Oil Co. 
under a marketing agreement by which 
the latter company works it up into lubri- 
cants and does the marketing. A refinery 
is now being constructed on the Houston 
ship channel for that purpose. The stocks 
of the Rio Bravo Oil Co. are also off the 
market, that company being engaged in 
producing for the needs of the railroad 
system. The elimination of the above 
stocks leaves approximately 7,331,255 bbls., 
a slight increase over the approximate 
figures of The Oil and Gas Journal in 
December last, when the estimate of the 
stocks of Coastal crude was placed at 
7,000,000 bbis. Since that time the big 
wells in the Sour Lake and Goose Creek 
pools have added to the surplus. It will 
also be noted that at the time of the 
December estimate, the estimated daily 
average. output of the Gulf Coast region 
was placed at 52,000 bbls. a day, whereas 
it is now ranging in the neighborhood of 
75,000 bbls. per day, an increase of from 
20,000 to 25,000 bbls. per day in about 
three months. The stocks are divided 
and stored in the different pools as fol- 
lows: In the Humble pool, 300,000 bbls. in 
steel and 3,350,000 bibs. in earthern reser- 
voirs, making a total of 3,650,000 bbls. 
stored in this pool. The Texas Co. has 
approximately 200,000 bbls. in steel and 
1,800,000 bbls. in earthern tanks. The 
Gulf Pipe Line Co. has about 100,000 bbls. 
in steel and 1,200,000 bbls. in earthern 
storage, while the Sun Co. has 350,000 
bbls. in earthern reservoirs. 

In the Sour Lake pool are approxi- 
mately 2,185,270 bbls., of which amount 
577,500 bbls. are in steel and 1,607,770 bbls. 
in earthen storage. The Texas Co. has 
the greatest amount in storage in this 
pool, as it has in the Humble pool. This 
company holds 183,000 bbls. in steel tanks 
in this pool and 1,238,370 bbls. in earthen 
reservoirs, making a total of 1,421,370 
bbls. The Gulf Pipe Line Co. has approxi- 
mately 644,400 bbls. stored at Sour Lake, 
of which 275,000 bbls. are in steel and 
369,400 bbls. in earthen tanks. The Sun 
Co. has 119,400 bbls. in steel tanks. In 
the Spindletop tankage the Gulf Pipe Line 
Co. has approximately 457,000 bbls—137,- 
000 bbls. in steel and 320,000 bbls. in earth- 
en tanks. The Sun Co. has about 170,000 
bbis. in steel and The Texas Co. has 431,- 
000 bbls. in steel and about 1,000 bbis. in 
earthen tankage. Approximately 268,913 
bbls. are in storage in the Saratoga pool, 
all of it being in steel tanks. The Gulf 
Pipe Line Co. is credited with 267,000 
bbls. of this amount and the Sun Co. with 
1,200 bbls. The Texas Co. has 163,260 
bbls. in steel tanks in the Jennings pool 
and 4,700 bbls. in the Vinton pool. The 
total amount of pipe-line crude in the 
yoose Creek pool is estimated at 20,000 
bbls. A large percentage of the’ produc- 
tion in this pool has to be treated before 
it can be handled by the pipe lines. A 
much larger amount of oil than this is 
now above ground in that pool, but it will 
lose considerably in the treating process 
and is therefore not takén ifito account as 
immediately available for refinery pur- 
poses or for use as fuel. Small amounts 
are held at Edgerly, Welsh and Markham. 

Producing Weils. 

The producing wells in the pools of the 

yulf Coast region-aggregated 2,550. These 
figures do not include such pools as south 
of San Antonia and in the Piedras Pintas 
section, in Duval County. The Humble 
pool ranks first in the number of produc- 
ing wells, having a total of 774. The 
Texas Co. runs the bulk of the production 
in that pool, averaging 19,000 bbls. per 
day. The Sun Co. averages better than 
4,800 per day and the Gulf Pipe Line Co. 





averages around 3,000 bbls. per day. The 
number of producers in the Sour Lake 
pool totals 495 at this time, the pipe line 
of the Sun Co. being connected with 240 
of them and running an average of 6,000 
bbls. per day. The Texas Co. is running 
from 215 wells a daily average of 7,500 
bbls. The bulk of this output, however, is 
from the leases and fee land of the Pro- 
ducers Oil Co. The Gulf Pipe Line Co. 
runs from 40 wells in the pool, averaging 
2,800 bbls. a day. The Sun Co. went into 
this pool about the end of the year and 
contracted at $1.30 per barrel, which ac- 
counts for the large number of wells 
from which its line is running. Im the 
Saratoga pool are 364 producers, the Sun 
Co.’s pipe line being connected to 178 of 
them. The daily runs average 700 bbls. 
The contract figure in this pool is also 
$1.30 per barrel. The Gulf Pipe Line Co. 
is running from 107 wells, with a daily 
average of 525 bbls., and the Rio Bravo 
Oil Co. is handling about 800 bbls. per 
day from 79 wells. A total of 506 wells 
are producing in the Batson pool, the 
Gulf Pipe Line Co. running a daily aver- 
age of 1,700 bbls. from 336 of them and 
the Sun Co. is connected to 170 producers, 
running an average of 790 bbls. daily. The 
Gulf Pipe Line Co. handles the bulk of the 
preduction in the Jennings pool, where 
77 wells are now producing. It is taking 
the oil from 42 of the wells and runs an 
average of 775 bbls. per day, while The 
Texas Co. runs an average of 150 bbls. 
from 13 wells in the pool. The Crowley 
Oil & Mineral Co. has 22 producing wells 
with a daily average of 300 bbls. The 
Gulf Pipe Line Co. gets practically all the 
production in the Edgerly pool, from 74 
wells at this time. The producers in the 
Vinton pool total 88, from which The 
Texas Co. is running a daily average of 
1,150 bbls. from 47 of them and the Gulf 
Co. 2,500 bbls. from 41 wells. The Texas 
Co. is handling all the production from 
the 16 wells in the Markham pool, averag- 
ing 350 bbls. per day at this time. Nine 
producers are divided between Welsh, 
Anse La Bute and Terry, with a daily 
average of approximately 70 bbls. The 
Magnolia Petroleum Co. is running most 
of the production in the Thrall pool. 
P.L.M. 


Ed Boyle’s Suit Begins 
Against New Oil Bureau 


OKLAHOMA CITY, Okla., March 10.— 
Action to test the constitutionality of the 
law passed by the present Legislature 
creating the Oil and Gas Bureau in the 
Corporation Commission was begun yes- 
terday by Ed Boyle, Chief Mine Inspector. 
Claims were filed with the State Auditor 
by men working in Boyle’s department, 
covering a portion of the time since the 
new law went into effect. The Auditor 
refused to pay the men for the time cov- 
ered by the new law. Mandamus writ 
was asked from the Supreme Court, but 
declined on the ground that proper pro- 
ceeding was first in the District Court. 
Boyle said that a mandamus writ against 
the State Auditor would be applied for 
in the District Court. If it is denied 
there, then the proper proceedings will 
be to go to the Supreme Court on an 
appeal. 

The inspection of oil and gas was made 
the duties of the Chief Mine Inspector by 
the Constitution which created the office. 
Boyle claims that the new law can not 
take away the duties of his office, which 
it attempts to do. The action is of great 
importance, as it will place the question 
squarely before the high court as to the 
constitutionality of the law. creating the 
Oil and Gas Bureau in the Corporation 
Commission. 





GULF OIL GETS BACK $114,244. 





PITTSBURGH, March 12.—¥Federal 
Judge Charles P. Orr, today awarded the 
Gulf Oil Corporation a’ judgment of 
$114,244 with interest from February 17, 
1915. The amount had been collected by 
the internal revenue collector as part of 
income tax for the year ending Decem- 
ber 31, 1913. 


OIL CAMP ON WHEELS IN KANSAS. 





WICHITA, Kan., March 12.—An entire 
camp on wheels—perhaps the only one in 
the world left for the oil fields Sunday 
carrying more than 40 employes of the 
Kansas Gas & Electric Co. The camp 
will travel behind a two-ton motor truck 
and consists of six closed wagons, five 
with sleeping apartments, and one a 
kitchen and dining hall. Gypsy life will 
be enjoyed by the workers, with strictly 
modern improvements. 








A Letter From A Refiner 


SOUTHERN OIL CORPORATION 
PETROLEUM AND ITS PRODUCTS 


TULSA,OKLAHOMA 


OFFICE, 1003-8 GALLAIS BLDG. 











REFINERY, YALE, OKLA. 


December 5, 1916. 
Gaso Burner Manufacturing Co., 
Tulsa, Okla. 


Gentlemen: We have installed your No. 2 burners which you 
shipped us by express a few days ago, and find that they are what 
we want for our plant. Therefore, ask that you ship us via American 
Express at Yale, Okla., 28 of these No. 2 burners. 

We ask that you acknowledge receipt of this order and that you 
give us prompt shipment. 

; Yours truly 


RSA/M (Signed) R. S. AYERS, President 


GASO BURNER MANUFACTURING CO. 
Office and Works: 902 E. Hodge Street, TULSA, OKLA. 























MUSKOGEE REFINING 
COMPANY 


MUSKOGEE, OKLAHOMA 








REFINERS OF 


High Grade Oklahoma Petroleum 





GASOLINE, NAPHTHA 
and BURNING OILS 


LUBRICATING OILS, GAS OIL and FUEL OIL 


PARAFFINE WAX and GREASES 



































MY MONEY 
Against Your Labor 


This advertisement is meant for the Practical Oil Field Man who 
works for a living and knows what it is to get his under the derrick out in 
the field, and not in an office through promotion If you have enoug 
confidence in any lease you own to get your crew together and 
place yourself and the crew’s time against my money, I will take 
your word for its value and buy all necessary equipment, stock 2 
commissary with necessities for the workmen and furnish three square 
meals a day and give you40% of the net production. Will conside: 
wildcat territory. Address 


E. J. McCNERNEY, Agt. 
1501-2 Waldheim Bldg., Kansas City, Mo. 
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* OF ALL KINDS 


Built & Erected Antvhere 
Wt GRAVER TANK WORKS « CHICAGO alter 
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Oil Fortunes Involved 
In Delayed Regulations 


WASHINGTON, March 9—The fortunes 
of many Wyoming people are still hang- 
ing in the balance here as a result. of the 
failure of the Indian office and the gen- 
eral land office to agree on regulations 
governing the leasing of oil lands on the 
ceeded portion of the Wind River reser- 
vation in central Wyoming. The law 
authorizing the Secretary of the Interior 
to make oil leases on these lands was 
enacted last August, but the administra- 
tive regulations are still unapproved. 

The big point at issue now is, shall 
prior aplication be given the preference 
in awarding these leases, or shall each 
tract be put to the highest bidder? When 
the law was signed, and even before its 
enactment, many Wyoming people filed 
applications and locations for the most 
promising areas. In ‘some cases four or 
five such applications cover the same 
tracts. 

The entire mater, after being discussed 
for months, is now before the Interior 
Department, and may be settled any day 
The Indian office, it is believed, favors 
an auction of the lands to the highest 
bidder because this plan would bring the 
Indians a greater sum of money. On the 
other hand, such a plan is most likely 
to cause the best oil tracts to fall into 
the hands of big operators and to shut 
out the smaller men.The latter contend 
that priority in filing should determine 
the cases. : 

Another interesting angle is furnished 
because some of the filings were made 
after Congress had enacted the legislation 
but before the president had signed the 
law, while another group of Wyoming 
men is said to have had a “man sitting 
on the white house steps’? waiting for 
the tip that the law had really been sign- 
ed by Mr. Wilson, and to have filed as 
soon as the telegraph brought the news 
to them. 

In any event, it is not expected the in- 
decision will operate much longer—and 
how it goes means fortune or dispair for 
more than a dozen embryonic Wyoming 
oil operators. 





KENTUCKY OIL PROPERTY SOLD. 





WARREN, Pa., March 9.—An oil deal 
has been closed in New York City by 
Col. F. E. Windsor and Bryant Fehlman, 
of this place. They sold an undivided 
one-third interest in their Kentucky hold- 
ings for a consideration said to be in the 
neighborhood of $20,000. Fehlman and 
Windsor and their new partners hold 
leases upon 1,441 acres of virgin terri- 
tory in the Scottsville pool, their prop- 
erty being at Mount. Ariel, Trammell 
Postoffice and Pope. 


Millions of New Money 
Placed in Oil Industry 


Daily reports of new oil corporations 
formed to develop the various petroleum 
fields of the country have indicated to the 
readers of the Oil City Derrick, says that 
Paper, that immense sums are entering 
the business, far beyond what has been 
known in past years. The purchases of 
oil-producing properties made by the cor- 
Porations in the Mid-Continent fields have 
run into millions, and these have required 
large sums, for cash was one of the terms 
of most of the transactions. The larger 
Interest of the public in the oil industry 
began three years ago, with the reports 
of the millions being made by the produc- 
ers in Oklahoma. Cushing, which made 
Many millionaires, was responsible for the 
boom, and the increase in the price of 
crude oil and of oil stocks has added to 
the excitement. The result is that new 
Companies are being organized and ap- 
Pealing to the people to purchase ‘their 
Stock, and each point to the millions made 
by other companies as reason for their 
being successful. The old‘oil producer is 
hot caught by this argument. He knows 

at any company that has no-production 
is Simply taking a’ wildcat venture, and if 
he likes the locality of the leases he is 
Willing to take a ¢hance with them, and 





if the well is dry will pocket his loss mi 


smile; but he will pay no fancy 'price 
a, the stock. If the company has a: pro- 
Uuction, he can estimate its value by it 
9g act accordingly.” The public, however, 
8 too often deceived by the alluring ad- 
Vertisements into expecting a “‘sure thing” 
—Ssomething which does not apply to oil 


Compilation of Figures. 

The Journal of Commerce has compiled 
the amount of capital stock authorized in 
the incorporation of new oil and gas com- 
panies since the beginning of the war and 
find it amsounts to $666,241,000. This rep- 
resents 563 concerns. Of this great sum, 
$82,835,000 for 53 companies was author- 
ized by various States in February of this 
year, establishing a new high record for 
the number of corporations and also a 
high record for capital stock ,with the ex- 
ception of February, 1916, when the total 
was $163,915,000, most of which was made 
up of the $150,000,000 stock of a large oil 
merger. 

The figures for February mark the high- 
est point of a boom in oil and gas com- 
panies extending over a year and a half. 
Two of the companies organized last 
month were one for $10,000,000 and one 
for $8,000,000, but otherwise all were for 
$5,000,000 or less. The Journal of Com- 
merce adds that the continued abnormal 
prices for gasoline and other oil products, 
offering enormous profits for oil com- 
panies, have induced considerable invest- 
ment of capital in the develpoment of 


promising fields. While not all of the 
stock authorized has necessarily been is- 
sued, the figures give an adequate indi- 
cation of the expansion in the industry, 
as many concerns have extended their op- 
erations through the use of earned sur- 
plus without recourse to stock issues. 


Progress of Oil Boom. 

The following statistics show the prog- 
ress of the oil boom as recorded in the 
number of corporations and the author- 
ized stock: 





Companies. Capital. 

1914, five months........ 77 $38,237,000 
DEINE 6-6 5,0 dese eens gas 196 80,538,000 
SG OE ores tended dees 210 419,746,000 
1917, two months........ 80 127,725,000 
Gremd total ........02. 563 $666,241,000 


Among the larger companies formed in 
February are the Empire Refining Co. and 
the Great American Refining Co., with 
Delaware charters, and a capital of $10,- 
000,000 each; Middle States Oil Corpora- 
tion, Delaware, $8,000,000; American & 
Pacific Oil Co., Delaware; Empire Refin- 
eries, Maine; Sinclair Central American 
Oil Corporation, New York, and Bolivar 





Oil Co., Delaware, with $5,000,000 each. 


The Oklahoma-Kentucky Oil Co., with 
$3,000,000; the Monoghan Oil & Gas Co., 
$3,000,000; the Eureka Oil Co., $3,000,000. 
and the Western Exploration Co., with 
$2,000,000, are those reported with a small- 
er capitalization. There are numerous 
others with capitalization ranging from 
$50,000 upwards, nor do these include hun- 
dreds of smaller companies made up of 
local capital or operating under partner- 
ships. If all the capital that has gone into 
the oil business during the last two and a 
half years could be summarized, it would 
far exceed a billion dollars. 


ACTIVE DESPITE THE DROUTH. 





MOUND VALLEY, Kan., March 8.—In 
spite of the scarcity of water for drilling, 
operations in the Mound Valley district 
show increased activity. Three new drill- 
ing rigs have been shipped in to com- 
mence operations at once. 

The Sperry Oil Co. No. 2 on the Hel- 
wig farm, Section 12-23-17, is a 100-bbl. 
well after the shot. The same company’s 
No. 4 on the Carson farm, in the Sperry 
| territory, likewise is a 100-bbl. well. 
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MANILA DRILLING 
is: 


ABL 


AU TTT 





Banner 


Every Strand of 


Columbian 


is strong, sturdy fibre, properly 
twisted. This gives you a cable 
with real backbone—springy — 
flexible — tough — possessing the 
required strength to stand hard, 
fast drilling. 


Our Booklet “How they put Able 
into Columbian Cable” gives many 
other interesting facts. 


COLUMBIAN ROPE CO. 


AUBURN, N. Y. 


At All National Supply Co. Stores. 





“The Cordage City” 
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Wells That Flow Oil 
Through Small Pipe 


LOS ANGELES, Cal., March 10.—S. S. 
Reesman, who spent a number of years 
in the California oil fields, writes from 
Tulsa, Okla., as fololws: 

Cc. H. Gilman, Los Angeles: 

Knowing your familiarity with the 
California oil fields and wishing to be 
set right in some matters, frequently 
we have discussions here regarding 
certain features of the oil business, 
one of which came up the other day 
regarding the amount of oil that 
would flow or could be forced through 
a one-half-inch pipe or opening. My 
recollection is that the Menges well 
flowed 2,400 bbls. a day through a 
one-half-inch tube, and if my memory 
serves me right, Joe Atwell, of the 
Standard Oil Co., told me a well of 
theirs in the Midway field flowed 3,000 
bbls. a day through either a one-half 
or three-quarters-inch tube. If con- 
venient, will you kindly let us know 
through The Oil and Gas Journal, and 
at the same time give us some idea 
as to what well in California is con- 
sidered as having produced the most 
oil during its lifetime. I am inclined 
to believe that the Menges in Brea 
Canyon stands the highest, especially 
as regards the amount of money 
made, as a large profit was realized 
from its gas in the manufacture of 
casinghead gasoline. It would be in- 
teresting to know just how much oil 
this well has produced. 

Mr. Kelsey, of the P. O. & G. Co., 
in a lecture here recently, said there 
were several wells in the Cushing 
field that had produced 500,000 bbls., 
and one in particular that had made 
750,000 bbls. I am satisfied that this 
would not compare with some of the 
California wells, but would certainly 
appreciate it if you give us a little 
enlightenment on the subject. 

S. S. RBESMAN. 





Replying to the above, it is safe to say 
that while the Menges well, now known 
as Birch No. 5, from a point of produc- 
tion, does not compare with the Lake- 
view No. 1; from a financial standpoint 
it probably stands without a peer in com- 
parison to any one well ever drilled. The 
well is located in the Brea Canyon dis- 
trict of the Fullerton field and was com- 
pleted about March 10, 1911, starting with 
a blowout as the sand was entered at 
3,920 feet. It was first regarded as a 
6,000 or 7,000-bbl. well, having an im- 
mense gas pressure of millions of cubic 
feet, but by the most strenuous effort the 
gate valves were securely fastened and 
the well brought under control. It was 
then learned that if not held under con- 
trol the well would ‘“‘blow itself to pieces,’’ 
and only through the most careful dili- 
gence was it finally held in to a point of 
safety, for the least effort in allowing the 
well to exceed a certain amount of oil 
immediately resulted in a disturbance that 
caused it to sand up. Regarding the 
opening to which the well was reduced, 
many people have labored under the same 
impression as that given by Mr. Rees- 
man ‘“‘that the well was reduced to a 
half or three-quarter-inch opening.’”’ This 
is entirely wrong. The pipe leading from 
the gate was a three-inch with valve 
shut-off. The flow of oil was regulated 
by this valve, being opened only by the 
least turn, so that it would be impossible 
to say whether it was of the dimension 
of a half or even a quarter inch. It only 
required the least possible turn of the 
throttle and any effort to enlarge this 
opening with the idea of increasing the 
output was met with immediate internal 
trouble, and the managers were not long 
in being convinced that the well would 
stand for no interference in the regulation 
of its flow. Not being in a position to 
give the correct data regarding the actual 
output of this well from its start to the 
present time, certain facts associated 
with many visits to the well lead to the 
belief that its output up to date, now six 
years, would amount, at a rough estimate 
to 4,000,000 bbis. For a period of over 
two years the well showed no variation, 
if reports gleaned at the well were reli- 
able,, the output being as regular as 
clockwork, 100 bbls. an hour. This condi- 
tion has prevailed for at least one-half 
the period since the well started produc- 
ing, but in the last two years it has 
shown a gradual decline, and at the pre- 
sent time, from most reliable sources it 
is stated that the well is making 400 bbls. 
a day and still producing a large amount 
of gas. 

The immense amount of gas coming 
from this well was contracted to outside 





parties who erected two large gasoline 
plants, and the royalty from this was so 
great that it paid all lease expenses, in- 
cluding the drilling of wells and the large 
amount received from the sale of oil, it 
being high gravity and commanding about 
$1 per bbl., was clear ‘‘velvet.’’ 


Trouble Among Stockholders. 


While the history of the development 
of this property has received more or less 
publicity through the trials and tribula- 
tions of its stockholders in court, it may 
not be out of place to go into some of the 
details. The company was first organized 
as the Menges Oil Co., and was composed 
principally of Santa Ana people. Dr. 
Birch owned a large part of the stock. 
They started developments, but the ter- 
ritory being deep and expensive to drill, 
a disaffection began to crop out when- 
ever more money was demanded. The 
Doctor did not like this and, as the story 
goes, it got so deep into his nerves that 
whenever a kick was registered he just 
made a proposition to purchase the kick- 
er’s stock. In this manner he soon be- 
came the owner, if not of all the stock 
at least the greater part of it. He stayed 
with the proposition and realized the full 
benefit of this great wealth producer. 
And then some of these disgruntled stock- 
holders saw where they had lost out, and 
it dawned on them suddenly that the 
Doctor had ‘known all the time, that he 
had been in cahoots with the superin- 
tendent of the lease, that the well was 
going to be a gusher, and that he had 
wilfully euchered them out of their stock.” 
So they appealed to the courts on some 
legal technicality in an effort to get back 
their stock, but it is reasonable to pre- 
sume that they only got what was com- 
ing to them—‘“‘the hooks.”’ 

Regarding the amount of oil that can be 
forced through a half-inch opending, I am 
reliably informed by one of the officers 
of the Union Oil Co. that the big well 
at Pentland, on the International lease, 
actually produced 4,000 bbls. of oil per day 
through a one-half inch pipe. This pipe, 
it is well to know, is ‘‘made for the pur- 
pose,’”” being very thick, as the wear on 
account of friction is something terrific 
and even at that has to be constantly 
replaced as it soon wears away. 

Flowed Through 2-Inch Pipe. 

No. 7 of the Standard Oil Co. on the 
Smery, Coyote Hills, produced through 
a two-inch pipe, 12,000 bbls. a day for 
more than 60 days, and there are innumer- 
able wells that in former days were re- 
duced to one-inch or three-quarter inch 
opening, that made from 1,800 to 2,000 
bbls. a day, the Orange wells of the 
Columbia Oil Producing Co. being cited as 
an instance, but it is the rule more gen- 
erally in this day to govern the flow by 
a specially made valve connected with 
the lead pipe. 

There are a number of wells in Cali- 
fornia with records far above 1,000,000 
bbls. The Lakeview No. 1, for instance, 
which had an average of 25,000 bbls. a 
day for the best part of one year. The 
profits derived from this well are said to 
have been very small on account of the 
enomous expense incurred, its low grade 
and low price and their inability to handle 
it; the Lakeview No. Two well No. 2, 
with an average for several months of 
20,000 bbls, a day, had little better suc- 
cess from a financial standpoint on ac- 
count of having to treat the oil before 
marketing it; the No. 69 well of the 
American Oilfields Co., at Fellows had a 
record far above 1,000,000 bbls., and the 
well is still producing several hundred 
bbls. a day after five years. This well 
was economically handled and has been 
a large money-maker; No. 7 of the Stand- 
ard in Coyote Hills and a number of 
large gushers by the same company in 
Section 36 of the Midway, some of which 
produced as high as 30,000 bbls. a day for 
months, and most of which are still pro- 
ducing, so that if some of them have not 
reached the million mark there is a pretty 
fair prospect of getting far above that 
point before going in the list of abandon- 
ments. CG. H.. G. 


DROUGHT OF EIGHT MONTHS IS 
BROKEN IN OKLAHOMA FIELDS. 





On Monday night of this week the first 
rainstorm worthy of the name, in eight 
months, visited the oil regions of east- 
ern Oklahoma and thus the longest 
drought in the memory of the oldest in- 
habitant, was broken. The downpour 
was welcome, but it was not sufficiently 
protracted or heavy to meet required con- 
ditions. Had it rained several days it 
would have produced effects needed in 
the oil fields and by the farmers. It 
lasted only a portion of the night. The 
dried streams are still without water and 
drilling operations are still held back be- 
cause of the prevalent lack of moisture. 





PETROLEUM GEOLOGY or WYOMING. 


By L. W. Trumbull, State Geologist of Wyoming 
Formerly, Professor of Geology, State University. 


Map of Areal Geology of Wyoming, in colors, on linen, 16x21 
inches. Descriptions the Producing Oil Fields. Favorable unpros- 
pected areas. Well logs and columnar sections. Cross sections of 
domes, folds and shale areas. Price $5.00, Postpaid 


G. G. BOVEE, puauisner 
305 CAPITOL BLDG., CHEYENNE, WYO. 














LINK-BELT 


SS-40 and SS-124 


pull persistently in the hardest 
drilling. Give satisfactory service 
in the hardest fields) Ample 
metal where strength and dura- 
bility are required. SS-40 and 
SS-124 are standard drive Link-Belt in 


the oil fields because they are reliable and 
long lived. 


This trade mark > on every fink. 


Write for General Catalog No. 110. 


LINK-BELT COMPANY 


PHILADELPHIA CHICAGO INDIANAPOLIS 
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DRILLING CABLES # 
f geuu LASS We 


DRILLING 


CABLES 
WIRE AND MANILA 


NEW CATALOG SENT ON REQUEST 


WATERBURY COMPANY 
63 PARK ROW. NEW YORK 
OKLAHOMA IRON WORKS 

Tulsa, Drumright and Bartlesville ; 
SAN FRANCISCO, 113 Davis St. : 
DALLAS, TEX., Powell & Ellett Company 911 Southwestern Life Building 
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CHICAGO, 419 West 12th Place 
NEW ORLEANS, 1018 Maison-Blanche Bldg. 














HAWORTH CORPORATION 


OF WYOMING 


OIL STOCKS AND LANDS : PRODUCTION 
SPECIAL REPORTS 


GENERAL OFFICES—DALY BLDG. 
CASPER, WYO. 




















BOUND VOLUMES FOR S Having discontinued our practice of 

binding extra volumes of: The Oil and 

Gas Journal, we are offering for sale all the extra bound volumes now on hand as 
follows: 

Vol. 

Vol. 


9, Part 1, June 16, 1910 to December 8, 1910, Ine. 
9, Part 2, December 15, 1910 to June 8, 1911, Inc. 


These books contain 26 numbers each covering a period of six months. They are 
well bound and in gold. Price $3.00 each. 


The Petroleum Publishing Company, Tulsa, Okla. 
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Financial and 


Market News 


By CHARLES NORDHAUS, Jr. 


NEW YORK EXPORT MARKET. 





NEW YORK, March 9.—As forecasted 
in our market reports, refiners advanced 
quotations on illuminating oil, bulk, cases 
and barrel cargo lots, 25 points to 12%c 
for cases, 10c for barrels and 5c a gal- 
lon for bulk oil, covering standard white 
and water white oils, the latter being 
quoted ic a gallon above standard white 
oil values. Higher prices for containers 
and increased cost of materials for the 
production of crude oil, coupled with 
strong values of the latter at the wells, 
together with an increased demand, forced 
up quotations of refined oils. It is hinted 
by leading authorities that an apprecia- 
tion of prices on all naphthas may be ex- 
pected daily. The consumption of illumin- 
ating oil and by-products shows a further 
gain for domestic and export accounts, 
and clearances of petroleum at this port 
for the week shows a substantial gain, 
notwithstanding the German submarine 
ruthless campaign. Not only does the 
rise in prices reflect the enormous domes- 
tic demand, but it reflects any theory 
relative to oil exports being detained here 
intended for export to be thrown on the 
home markets. The steamer Gargoyle is 
on her way to Europe with a cargo of 
bulk oil and will go through the subma- 
rine zone, and other tank steamers will 
follow. 

A considerable increase in orders is 
noted for the week just ended compared 
with the preceding week. The gains were 
principally confined to illuminating oil in 
bulk and in cases, naphtha and gasoline, 
while lubricating oils scored a fair in- 
crease. 

Gasoline for local consumption is_ be- 
coming more active and the curtailment 
of stocks of motor oil are rapidly decreas- 
ing. Prices to garages closed unchanged 
at 25c and to consumers at 26c a gallon. 
An upward revision of prices is expected 
before the close of this month, when the 
short supply will make itself more keenly 
felt. 

Tonnage is very scarce and rates are 
firm, particularly for prompt and April- 
May loading. A year ago there was con- 
siderable inquiry for boats for Australian 
trade to load case oil, for which $2 a case 
was paid, but now the business is handled 
almost exclusively by lines. Fixtures are 
few and transactions show advances over 
previous charters. A sailing vessel which 





CASING WANTED 


Am in the market for large quan- 
tities of new or good second-hand 
light-weight casing in sizes 4%, 6%, 
7% and 8% inches. 
R. W. HANNAN 
323 Fourth Ave., Pittsburgh, Pa. 

















KENTUCKY OIL, NATURAL GAS 
AND COAL LANDS. 
LEASES AND PRODUCTION 
BOUGHT AND SOLD 
Properties Examined and Reported 
Upon. 25 Years Practical Experience 


ION CARROLL 
Barbourville, Ky: 











WE BUY AND SELL 


NEW AND SECONDHAND 
LINE PIPE AND CASING 
Highest prices paid for abandoned wells. 
H. JOSSEM 


Telephoue 4558 Holland Bldg. 
TULSA, OKLA. 











NOTICE! OIL MEN 
We have the largest stock of FISHING 
TOOLS in Kansas For Rent 
BRIDGEPORT MACHINE CO. 


AUGUSTA, KAN. 
Bell Phone 399 Mutual Phone 130 














Map of Oklahoma 


Sectionized map of entire State. Shows 

all development. Accompanying map 

is “Oklahoma Oil Sands,” compiled by 

Fohs & Gardner, giving depth and 

thickness of sands in the different fields. 
Prices, $5.00 


TULSA MAPPING CO., TULSA, OKLA. 

















carried case oil to a Medeterranean port 
at $2 a case netted a total of $80,000 for 
the trip. The lack of available bottoms 
has led to shippers purchasing vessels 
rather than chartering same. Fixtures 
for the week included the schooner Chas. 
Davenport, 45,000 cases, March loading at 
New York or Philadelphia for Algiers at 
$2 a case. The total charters for the 
week, including crude and refined oils, 
also naphthas, in bulk and packages, re- 
duced to crude equivalent, amounted to 
259,524 bbls., showing a gain of 91,508 
bbls. over the preceding week’s total. 

Clearances of petroleum at New York, 
as outlined by tabulated figures herewith, 
from Jan. 1 to March 8, 1917, aggregated 
118,472,278 gallons, showing a gain of 
7,374,201 gallons compared with the cor- 
responding period of 1916. 

The weekly review herewith of petro- 
leum and products, covering transactions, 
is based on terms f.o.b. vessels New 
York, involving 200- to 299-case lots, unless 
otherwise specified. In order to arrive at 
f.o.b. vessel price of case oil, 110 fire test, 
in regular export cases, containing two 
5-gallon, low-screw cans, add delivery 
charge, as per table below, for quantity 
ordered, to base price, as given in our 
market report herewith on standard white 
oil (water white oil sells at 1c a gallon 
above the price of standard white oil). 
Lighterage charges are as follows: 10 to 
99 cases, 2.00c per gallon; 100 to 199 cases, 
1.50c a gallon; 200 to 299 cases, 1.15¢c a 
gallon; 300 to 399 cases, .80c a gallon; 400 
to 499 cases, .60c a gallon; 500 to 599 
cases, .55c a gallon; 700 to 999 cases, .45c 
a gallon; 1,000 to 2,999 cases, .40c a gal- 
lon; 3,000 to 9,999 cases, .25c a gallon; 
10,000 to 19,999 cases, .20c a gallon; 20,000 
to 29,999 cases, .19c a gallon, and 30,000 
cases and over, 1.8c a case. 

Transactions in illuminating in bulk in- 
cluded 96,900 bbls., mostly at 5c up to 
5.25c, while of barrelled cargoes some 
20,000 bbls. changed hands at 9%@10c a 
gallon. Sales of illuminating oil in cases 
involved over 540,000 cases. Included in 
this amount, cargo lots comprised 50,000 
cases at 124%@12.50c a gallon, while 490,- 
000 cases comprised 3,000 to 9,999 cases at 
12%,@12.75e a gallon. 

About 54,000 cases of naphtha, 73@76 
degrees, changed hands at 37%c for 200@ 
299-case lots and at 37.30c a gallon for 
3,000-case lots. Sales of auto gasoline, 
68@72 degrees, involved over 300,000 cases 
(partly in bulk) at 33%4c for 200@299-case 
lots and at 33.30¢c a gallon for 3,000-case 
lots, while stove brought 30%c for 200@ 
299-case lots and 29.80c a gallon for 3,000- 
case lots. 

Lubricating oil orders covered over 65,- 
000 bbls. at former prices, as to brand, 
comprising 200-bbl. lots. Fuel and gas 
oil sales comprised about 35,000 bbis., 
while no sales of crude were reported. 

Export Prices. 
Following revised quotations are in cents, 


per gallon, f.o.b. New York: 
W.w. 

New York loading, cargo lots, 
CAGOD, 6, BRUNO. cscccccoesa 12.50 13.50 

New York loading, cargo lots, 
barrelé, @ @BlION.:........006 10.00 11.00 
New York loading, bulk...... 6.25 6.25 


Refined illuminating oil in cases, 110 fire- 
test oil (each case containing two 5-gallon 
oe low screw), delivered vessel f.o.b. New 

ork: 





Ww. w.w 
10 to 99 cases of 15.50 
100 to 199 cases . 15.00 
200 to 299 cases 3. 14.65 
300 to 399 cases i 14.30 
400 to 499 case A 14,10 
500 to 599 cases . 14.05 
TOO 00 SBS COSOG cnc ag vicccccess 12.95 13.95 
1,000 to 2,999 cases........... 12.90 13.90 
3,000 to 9,000 EY x’ nis.0.4.4.4-0 0:0 12.75 13.75 
10,000 to 19,999 cases......... 12.70 13.70 
20,000 to 29,999 cases......... nt 13.69 
0,000 cases and over......... -68 13.68 


Charges for delivering case oil to vessel in 
New York harbor, lighterage limits, are as 
follows: 


DAO SOO MOMs viedcesiccdaucsedse Prt 
200 to 





30,000 cases and over, 1.8c per case. 
In order to arrive at f.o.b. vessel price of 
case oil, 110 fire test, in regular export pack- 


ages, containing two 5-gallon, low-screw 
cans, add delivery charge as above table, 
for quantity ordered to base price as given 
in market changes. 

Following tabulated figures give the char- 
ters for petroleum and by-products at New 
York, covering crude, refined oils and naph- 
thas, in bulk and in packages, reduced to 
crude equivalent, for the week ended March 





8, 1917, and from March 1, 1917, with daily 


averages, compiled in barrels: 

ay. Since Mch. 1. Average. 
March 2...... 31,746 57,143 28,571 
March 3...... 19,048 76,191 25,397 
March 5...... 44,286 120,477 24,095 
March 6...... 31,746 152,223 25,371 
MOTOR: Te s02 0 26,984 189,207 27,030 
March 8...... 105,715 294,922 36,863 


The following table. gives the clearances of 
petroleum and products at the port of New 





York, compiled in gallons, from Jan. 1 to 
March 8, 1917, and for the week ended 
March 8, 1917, with comparative figures: 
Week. Since Jan. 1. 1916. 
Refined « 9,707,859 66,977,721 64,208,225 
RENE Shs 5. > 0/0, oe me aks 204,900 1,937,313 
Naphtha ... 539,079 13,725,534 18,803,675 
Benzine .... 28,790 30,715 3,478 
Gasoline - 2,891,043 10,006,306 3,266,663 
Lub. oils.... 3,887,944 27,527,102 22,878,722 
Total -17,054,715 118,472,278 111,098,077 


Foreign Closing Cable Quotations. 
American illuminating oil, standard white, 


per gallon: London. Liverpool. 
NN 5.6 4.0 0's 0040 Kee ls 24d 
Saturday 1s 244d 
Monday 1s 24%d 
Tuesday 1s 2\%d 
Wednesday is 244d 
Thursday 1s 2%d 





OIL AND GAS STOCKS. 


(Quoted by Jo P. Cappeau Sons.) 
Following are the quotations on oil and 
gas stocks for week ended March 10, 1917: 
Standard Oil Subsidiaries. 





Sales. High. Low. 
Buckeye Pipe ..... 45 105 104 
Je: See 74 392 390 
S. O. of California..... 22 302 300 
8S. O. of New Jersey... 140 690 685 
S. O. of New York..... 776 309 288 
VRCRUE OU 2 ccivsic ccs 40 425 421 
Prairie Oil & Gas...... 7 615 610 
Illinois Pipe Line...... 5 239 238 
Prairie Pipe Line...... 45 330 326 

Oil Stocks. 
California Petr. Corp.. 5,300 25 23% 
Mexican Petr. Corp.... 41,000 90% 86 
Ohio Fuel Oil......... 1,313 21 20% 
Pittsburgh Oil & Gas.. 435 13 12% 
Pure -Oll (COMi) 00.0 8,792 24% 23% 
Re es 200 10 ies 
WMO’ TOROS CO, . occcens 8,800 234 225 
Cosden & Co...5:66-. 4,300 15% 15 
Cosden Oil & Gas..... 8,500 15% 14% 
RMN 6's 6-00: 0-0.0 6 be 401474 8,500 56% 54% 
Co ere Cee 32,500 24% 18% 
Okla. Prod. & Refg... 12,900 11% 10% 
Osage-Hominy ........ 13,800 9% 8% 
International Petr..... 3,600 11% 12% 
Gapuina Refs. ......... 13,400 10% 10 
Natural Gas Stocks. 

Caney River Gas...... 1,917 50 44% 
Columbia Gas & Elec.. 975 47 43% 
Lone Star Gas......... 324 97% 96 
Mfg. Light & Heat.... 66% 65% 
Ohio Fuel Supply.. 52% 51% 
Okla. Nat. Gas....... 100 
Union Nat. Gas........ 179 





INITIAL DIVIDEND BY HOMINY 
IS ANNOUNCED IN NEW YORK. 





According to Financial America, the 
Osage-Hominy Oil Co. has declared an 
initial quarterly dividend of 24% payable 
March 26 to holders of record of March 
16. 

The initial dividend on Osage-Hominy 
Oil Co. was not entirely unexpected. The 
company for the past three months has 
been selling its total output of almost 
12,000 bbls. daily at the high prices for 
Oklahoma crude and recently entered in- 
to a contract with The Texas Co. to 
furnish oil from its acreage. The oil sold 
to The Texas Co., according to this con- 
tract, is graded as Cushing crude, which 
brings a 25-cent premium, or $1.95 per 
bbl. at tthe present Oklahoma market. 

The Osage-Hominy, it is said, will earn 
more than enough this quarter to pay the 
10% dividend for the whole year. The 
Texas Co. contract is for only six months, 
but the Osage management, it is under- 
stood, has an option on another year’s 
agreement. The Texas Co. will begin to 
taxe this oil this week, a pipe line already 


)| having been constructed. 


A certain element of the board, it be- 
came known today, was in favor of plac- 
ing the stock on a 20% basis, but Presi- 
dent Crawford advised caution and con- 
servatism while the international situa- 
tion remained so unsettled. When the 
situation clarifies, one member of the 
board stated yesterday, it is likely that 
a larger disbursement will be declared. 

Word was received from the Muskogee 
office of the Oklahoma Producing & Re- 
fining Co. yesterday that a well flowing 
between 500 and 600 bbls. per day has 
been brought in on the new Brown lease. 


OSAGE-HOMINY OIL COMPANY. 





The Board of Directors have declared 
an initial dividend of 244%, payable March 
26th, to stockholders of record at the close 
of business March 16th. 

JOHN M. CRAWFORD, President. 


OKLAHOMA PRODUCING & REFINING 
COMPANY. 





The Board of Directors have declared 
the regular quarterly dividend of 2%%. 
payable March 30th, to stockholders of 
record at the close of business March 20th. 

JOHN M. CRAWFORD, President. 








G. A. BORRELL 


CONSULTING CHEMICAL ENGINEER 


Careful tests of natural gas to determine gasoline con- 
tent. Gasoline plants operated at highest efficiency. 
Compression and Absorption processes. Natura) Gas, 
gasoline, petroleum. 
Benedum-Trees Building 
PITTSBURGH, PA. 

















HAGER, BATES & LEWIS 


PETROLEUM GEOLOGISTS 
AND ENGINEERS 
Phone 5398 
218, 219, 220 Lynch Bidg., 
TULSA, OKLA. 














R. B. Dudley 


Consulting Engineer and Petroleum 
Geologist 
Winter Headquarters at 


Damron Hotel 
MINERAL WELLS, TEX. 














Wilbur E. Brown 


BROWN & THOMSEN 
Geologists 
218% W. Grand Ave. 
OKLAHOMA CITY, OKLA. 


G. Thomsen, Jr. 














Ardizzone-Braden Company 


Pipe-Line Contractors 
507 Bliss Building 
TULSA, - - OKLA. 














Attention Oil Men 


We carry in stock a large supply of new and second 
hand pipe and casing from one inch to sixteen inches. 
In the market at all times to buy and sell anything 
pertaining to the oil industry. 


Mid-West Supply Company 
304 North Boulder and Katy Tracks, TULSA, OKLA. 

















PICKERING BROS., Contractors 


BASIN, WYO. 


Standard rigs, powers, camps, general 
building, ditching, etc. 
Rigs in stock for immediate delivery in 
Wyoming and Montana fields. 














MID-CONTINENT OIL 
We are in the heart of this field, 
and in touch with every phase of its 
development. If you want to buy or 
sell leases, wildcat acreage or pro- 
duction, write us. 
RALPH DEVELOPMENT Co. 
334 Mayo Bldg. Tulsa, Okla. 

















Layout—Design—Construction of Pe- 
troleum Refineries, Blending Stations 
and Grease Plants; Investigation of 
Processes, Analyses of all Petroleum 
Products; Research and Experimental 
Work 
Western Chemical Laboratories, 
53 W. Jackson Blvd. 
Chicago, IIl. 





























REPORTS, 
EXAMINATIONS, 
APPRAISEMENTS, On Ol! and 
CONSULTATIONS. Natural Gas 
Fleids and 
ESTIMATES AND Svapietins 
PLANS FOR NAT’L 
GAS PLANTS. 





JO. P. CAPPEAU SONS. 


Benedum-Trees Bldg. Pittsburgh, Pa. 
403 Unity Bldg., Tulsa, Okla. 


Cable Address, Capo, Pittsburgh, USA. 
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Natural Gas Developments 


DANGER IN HIGH WATER. 





WOOSTER, O., March 10.—The thaw 
and heavy rains of the past few days 
have brought the streams of Central Ohio 
up close to the flood stage and there is 
grave danger of floods similar to those of 
the past two years. The completion of 
wells is slow in all parts of the field owing 
to weather conditions and the scarcity of 
pipe. There are quite a number of wells 
under way in the Wooster field of Wayne 
County, and when good weather comes 
their completion will be rushed. The most 
important of the late wells to reach the 
sand is a test drilling by the Ohio Fuel 
Supply Co. on the Samuel Clinker farm, 
in Section 13, Congress Township, Wayne 
County. This test is about 15 miles north 
and a little west of Wooster, about three 
miles northeast of Congress Village and 
about the same distance south of Bur- 
bank. This well is the first in that sec- 
tion to make a showing of oil being lo- 
eated in what has been supposed to be 
gas territory. What the well will develop 
remains to be seen, and whether it will 
make a paying oil well will be determined 
when it is tested out. In the same town- 
ship, the Medina Gas & Fuel Co. failed to 
find any gas in the Clinton lime in its 
No. 3 on the southeast corner of the Mary 
Gearhart farm, Section 2, but found a gas 
pay in the lime above the Clinton and it 
shows for a well of less than 1,000,000 
eubic feet a day. The Logan Gas & Fuel 
Co. drilled a nice gas well on the north- 
east corner of the Emma Dodd farm, Sec- 
tion 7, and is rigging up on the James 
Plough farm, Section 2. 

In Franklin Township, Wayne County, 
the Buckeye State Gas Co. drilled in a 
fine gas well in No. 3 on the S. D. Fahr 
farm, Section 18, and located a mile or so 
to the east of Shreve and southwest from 
the Wooster oil field. In Cannan Town- 
ship, the Ohio Fuel Supply Co. is drilling 
No. 1 on the northwest corner of the A. 
Parmenter farm, Section 18; No. 2 on the 





Stop Pulling 
Tubing 
Reduce Cost of Operating Lease 


Use the 


The McGregor Working Barrel 








Is not an experiment, it has 
been in actual use for five 
years, and is now being gen- 
erally adopted by a majority 
of oil producers, both large 
and small, throughout the 
United States. 

Especially adaptable for 
wells making sand or with 
worn-out working barrels or 
leaky valves. 

See dealers 


or 
write for circular 


McGregor Working Barrel 
Co., Inc. BRADFORD, PA 


“Patented” 











W.R. CALVERT 
OIL GEOLOGIST 


1209 Grand Ave. Temple 
KANSAS CITY, MO. 


PROSPECTIVE OIL TERRITORY DEVELOPED 














EXAMINATIONS, REPORTS, 
CONSULTATIONS, VALUATIONS, 


On Oil and Gas Producing Properties, 
Pipe Lines and Storage. 


ALF. G. HEGGEM 
Petroleum Engineer 
512-13 Daniel Bldg., TULSA, OKLA. 








northwest corner of the C. F. Martin 
farm, Section 7, and No. 1 on the center 
of the G. A. Smith farm, Section 6. In 
Wooster Township, Chas. Jones and others 
are drilling a test on the H. A. Maize 
farm, Section 20. This well is about a 
mile to the west of the Wooster oil field 
and close to gas wells on the Ohls and 
Huggins farms. In Grafton Township, 
Lorain County, the Forest City Stone Co.’s 
test on the E. Barrance 32-acre farm, in 
Lot 31, shows for about a 1,000,000 cubic 
foot gas well. In Medina Township, Me- 
Medina County, the Ohio Fuel Supply Co. 
is drilling at its test on the southwest 
corner of the Levi Branch farm in Lot 64. 
In Ashland County. 

In Green Township, Ashland County, 
the Ohio Fuel Supply Co. has drilled in a 
big gas well in a second test on the south- 
east corner of the G. W. Brubaker farm, 
Section 2. The Logan Gas & Fuel Co. 
also drilled a nice gas well on the A. M. 
Guthrie farm, in Section 19. This com- 
pany is driling No. 1 on the southeast 
corner of the Catherine Smith farm, Sec- 
tion 9, and No. 3 on the northwest corner 
of the Peter Shaffer farm, Section 1. 

In Mohican Township, the Logan Gas 
& Fuel Co. has a dry hole in a second test 
on the Peter Shaffer farm, Section 18, 
and is drilling a second well on the W. H. 
Obrecht farm, Section 31. 

In Hanover Township, the Ohio Fuel 
Supply Co. is drilling No. 1 on the north- 
west corner of the J. and A. Strickler 
farm, Section 18, and No. 1 on the west 
line of the Adam Young farm, Section 4, 
and made a-location for a test on the 
southeast corner of the Amanda Zimmer- 
man farm, Section 5. This company has 
made a location for a purely wildcat ven- 
ture on the Mary McAdoo farm, Section 
79, Sullivan Township, and along the 
south line of the farm, and a test will 
be made by the same company on the 
center of the Rankin Welsh farm, Section 
6, Jackson Township, same county. 


New Angle in Gas Fight 
Bobs Up in Kansas City 


KANSAS CITY, Mo., March 10.—Ac- 
cording to the information obtained by 
the Kansas City Post, the local gas com- 
pany will at once serve notice upon the 
city that it will abandon natural gas and, 
under its franchise, within six months 
return to artificial gas. 

An engineer for the company is now in 
Philadelphia preparing plans for an arti- 
ficial gas plant and will return to the 
city with them within the week. 

This was the threat made to Walter 
Lampkin, attorney for the Gas Consum- 
ers’ League, today by J. W. Dana, attor- 
ney for the local distributing company, 
when Lampkin refused to: withdraw from 
the Public Utility Commission a petition 
asking for relief against the payment for 
gas never furnished. 

The petition was signed by 111 consum- 
ers, who have asked that an order be 
issued, fixing a pressure at which the 
franchise rate of 30 cents a thousand may 
be demanded, for a system of meters by 
| which pressure can be gauged and for a 
|rate less than 30 cents when the pressure 
falls below the standard fixed. 

“We will put the blame on you for 
driving us back to artificial gas,”’ is the 
threat made by Dana to Lampkin, who 
at once declared that he and his league 
would make it its business to expose the 
real purpose of the company and would 
at once attempt to enlarge the league so 
| that an effective fight against the move 
of the company might be made. 

That the company was preparing for 
this move has been apparent for weeks, 
says the Post. The open threat, with the 
information that the plans for the plant 
are being drawn, is the climax of the 
policy of the company pursued for the 
past few years which has ever had its 
jeyes on the enormous profits in artificial 
gas. 

The Consumers’ League will at once 
gather data to prove that the move of 
the company is but a part of the subtle 
conspiracy to loot the gas consumers and 
that its haste in the matter was forced 
by the fact that the Doherty interests, in 
taking over the Kansas Natural, were 
preparing to bring a sufficient supply of 
natural gas to this city to answer any 
needs—and that they needed but some 
show of support and a little time in order 
to get an adequate supply. 

It was Dana who told the recent con- 
ference of mayors that his concern would 











fight for a 75-cent rate for natural gas. 


company has been able to get. 





Henry L. Doherty told the mayors that 
it was entirely possible to obtain a suf- 
ficient supply of natural gas for all the 
cities and that the increase that would 
be necessary for such a supply would be 
slight. Giving no definite figures, he inti- 
mated that a 35-cent rate would be suf- 
ficient to give the producers of gas a fair 
profit and also, under the percentage sys- 
em, to give a fair revenue to the distrib- 
uting concern. 

Plans Are Made Ready. 

In the face of that promise and that 
outlook from the intolerable conditions 
of the gas supply, Dana notifies the Gas 
Consumers’ League that his engineers 
have been drawing plans for a plant, even 
while Doherty was arranging to unlock 
the gas fields of Oklahoma and Kansas 
for use in this city. 

Lampkin charges that the threat of 
artificial gas is prompted by the fear that 
Doherty will bring a torrent of natural 
gas to the city gates and that the gas 
trust will Jose out on its hope of years to 
force this city to artificial gas. 

The threat of Dana failed to frighten 
Lampkin, who will at once confer with 
the members of his league. 

“The accusation of Dana that we are 
forcing him and his company to artificial 
gas is the flimsiest subterfuge,” says 
Lampkin. ‘We will press our petition 
before the Utilities Commission. We pro- 
test against paying for gas that we do not 
get. We protest against the policy of 
this company which threatens the safety 
of every home in this city. 

“That explosions and fires have not 
been caused by the latk of pressure in 
the mains is only miraculous. The an- 
swer to the threat of Dana is the state- 
ment which Doherty made to the mayors 
—that a supply of natural gas is pos- 
sible.”’ 





COAL GAS TAKES THE PLACE OF 
WATER GAS IN AURORA, ILLINOIS. 





AURORA, Ill., March 9.—The Western 
United Gas & Electric Co. has started the 
work of changing the gas supplied in 
Aurora from the water gas back to the 
coal variety. The utility company stopped 
the production of the water gas Thursday, 
but the change will be gradual and will 
not be entirely consummated for a few 
days yet. 

There is a considerable quantity of 
water gas still in the container on Hurd’s 
Island. This is steadily being replaced 
with coal gas from the company’s plant 
at Joliet, but it will be the middle of the 
week before the last of the water gas is 
out of the mains. 

A careful watch should be kept, say 
the gas men, on stoves and burners dur- 
ing the transition period, as it will be 
necessary to regulate the air shutter dur- 
ing that time. The following instructions 
have been issued by the gas company to 
assist their patrons in the regulation of 
fixtures: 

Remove asbestos, mineral wool, stove 
putty or. any sort of obstruction that has 
been placed temporarily in the air-supply 
parts. 

Set the air shutter to the same position 
it was set before water gas was used. 

Test the flame. If it is yellow or ‘“‘float- 
ing” there is not enough air being ad- 
mitted and the shutter should be opened 
farther. If it ‘‘pops’’ back there is too 
much air being admitted and the shutter 
should be closed a trifle. Perfect com- 
bustion is indicated by a sharp blue-green 
flame. 

Gas lamps may be adjusted by opening 
the air-port wide and then turning on just 
enough gas to raise the entire mantle to 
a brilliant white. 

The change to coal gas is made possible 
by the increased supply of coal that the 
With the 
approach of spring and the consequent 
easing off in the coal situation the com- 
pany supply has returned to normal con- 
ditions. 





NEW GAS FIELD IN ILLINOIS. 
PEORIA, Ill., March 10.—A new well, 
capable of producing 2,500,000 cubic feet 
of gas per day, has been discovered near 
Carlinville, on the Spanish Needle Creek 
dome, pointed out in 1915 by the Illinois 
State Geological Survey in co-operation 
with the United States Geological Survey. 
The new well is about 12 miles north of 
the valuable Staunton gas field, which was 
predicted in 1914 by the State Survey. 


DALLAS GAS SUPPLY IMPROVES. 





DALLAS, Tex., March 10. Since warm 
weather has made its appearance, the gas 
situation in Dallas has been greatly im- 
proved. It is now expected there will be 
no more famine conditions here during 
the present year. 


Thursday, 
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PETROLEUM GEOLOGIST 
MINING ENGINEER 
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Cable Address, *‘Consultoil."” Code, Bedford McNeill 


THE ASSOCIATED 
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Field Examination and Practical Re- 
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BUSINESS and PROFESSIONAL DIRECTORY 








YOUR CARD SHOULD BE HERE 
“It Brings Results’’ 
One-half inch, $1.50 per month 


COX & RADCLIFFE 
Petroleum Geology 
and Mine Engineering 
311 Daniel Bldg. Tulsa, Okla. 


W. M. MOORE 
Oil Investments—Leases and Produc- 
tion—Kansas and Oklahoma Fields 
126 N. Market St. Wichita, Kans. 


SAND SPRINGS WATER COMPANY 
Pure Spring Water 
Distilled 


Phone 700 Tulsa, Okla. 








GEO. T. AMYX 
Oil Production and Leases 
Kansas and Oklahoma Fields 
203% BH. Main Chanute, Kans. 


DAWSON TOWEL SUPPLY 
Aprons, Towels and Jackets for Rent 


Towel service for offices, $1 per month 
Phone 2185 Tulsa, Okla. 


Mowbray Undertaking Co. 
Phones: 329, 86, 911 


422-424 S. Boston Ave., Tulsa, Okla. 








MISS CAROLINE BAKER 
Law and Commercial Stenographer 
Notary Public Phone 392 
301 Gallais Bldg. Tulsa, Okla. 


DICKEY-ASHBY-FOUNTAIN CO. 


General Insurance 


Derricks, Tanks and Contents Insured 
212 S. Boston Ave. Tulsa, Okla. 











WM. S. BARNICKEL & CO. 
Chemical Engineers 


Treating Roily Oil a Specialty 
601 Merchants-Laclede Bldg., St. Louis 


GREENWOOD COUNTY, KANSAS 
Oil and Gas Leases 
CHAS. A. DOUD 
Rm. 1, Home Nat. Bank, Eureka, Kan. 


STRUCTURAL STEEL BUILDING 


Oil Refineries, Casinghead Gas Plants, 
Glass Plants, Machine Shops, 
Bridges, Etc. 

Engineers for designing fireproof 
structures for all purposes 
Cc. M. PRITCHARD 
Structural Engineer 
203 Seaman Bldg. TULSA, OKLA. 


COCHRANE 
Water Softeners (Hot Process) 
Feed Water Heaters 
Multiport Valves. Separators 
Boiler Troubles Eliminated 
Concrete Stacks 


H. O. SIMMONS, C. E. 
Telephone 2787 
1314 S. Denver Ave. TULSA, OKLA. 








Abstract Books Complete Oil Maps 
STAFFORD ABSTRACT CO. 


Abstracts of Title 
Expert Searchers of Records, Cowley Co. 
201 E. 9th Ave. Winfield, Kan. 








BASS FURNITURE & CARPET CO. 
Furniture for Office and Home 
Shaw-Walker Filing Devices 
Tulsa, Okla. Oklahoma City 





GEO. W. HENRY, Printer 
“BETTER PRINTING” 
112 W. Second St. 
Phone 238 Tulsa, Okla. 


PRODUCERS OIL EXCHANGE 
Leases and Production 
1219 Colcord Bldg. Oklahoma City 


TOBIN and COMPANY 
Oil and Gas Investments 
Leases Bought and Sold 
716-717 Ridge Arcade, Kansas City, Mo. 











G. E.. BENNETT, Oil Broker 
Only first-class producing properties 
handled 
230 Robinson Arcade 


INSURANCE 


Workmen’s Compensation, 
Oil Insurance of All Kinds 
Let us take care of your requirements 


in Oklahorna and Kansas and save you 
time, trouble and expense. 


CARR & FRENCH 
316-320 Gallais Bldg., TULSA, OKLA. 


Tulsa, Okla. 











PRODUCTION WANTED 


We want some good leases and settled 
productions, royalties or working in- 
terests. Full particulars first letter. 
A. L. HOLTOM & COMPANY 
203-4-5 Flynn-Ames Bidg., 
Muskogee, Okla. 








KANSAS OIL LEASE CO. 
Buy and sell wildcat acreage 
near test wells 
301 1st Nat. Bk. Bldg., Hutchinson, Ks. 


RELIABLE TRANSFER AND BAGGAGE CO. 
Moves Baggage, Office Furniture and 
Freight Promptly 


"Phones 1755-5488 Tulsa, Okla. 


TULSA AUTO LIVERY CoO. 


101—TAXI—122 


New Cars Tulsa, Okla. 











T. M. RICHARDSON Jr. 


OIL LEASES AND 
PRODUCTION 


OKLAHOMA OIL STOCKS 
OKLAHOMA CITY, OKLAHOMA 








CAPITAL ABSTRACT AND REALTY CO. 
W. S. Bell, L. B. Norton 
J. F. Patterson 


Okmulgee, - - - - - Oklahoma 


LAFE SPEER ABSTRACT CO. 
General Abstractors 
J. A. Boyd, Pres. and Mgr. 
11 S. Park St. Sapulpa, Okla. 


WILLIAM A. RINEY 
Civil Engineer and Geologist 


Mapping Geologic Structures a Specialty 
F. & M. Bank Bidg., Abilene, Texas 


Place your orders for ice with the 


TULSA ICE COMPANY 
Phone 12 4 North Detroit Tulsa, Okia. 








Tulsa Indian Trading Co. 
GENUINE INDIAN CURIOS 
Leather Goods, Moccasins and 
Beaded Goods 
Fine Cigars and Tobacco 
314 S. Main St. 


Tulsa, Okla. 








CLIPSON CLEANING WORKS 
Plant, 915 S. Main St. 
Uptown Office, Hotel Tulsa 
Phone 4660 Tulsa, Okla. 


20 W. THIRD ST. TULSA, OKLA. 
LYON’S RESTAURANT 
The Clean Place 
Management F. W. LYON Robinson, II. 








E. A. COLEMAN 
Oil Production and Royalty Broker 


Kansas and Oklahoma Fields 
Montpelier, Williams County, Ohio 








ERNEST W. MILLER 


Geologist; Oil Producer; Dealer in Oil, 
Gas a Mining Properties and 
Leases, Anywhere 

619 Franklin Ave., St. Louis, Mo. 








ROBERTSON, BAILEY, 
NELSON & BAILEY 
ATTORNEYS AND 
COUNSELORS AT LAW 
TULSA, OKLA. 

436-440 Robinson Arcade Phone 4450 
MUSKOGEE, OKLA. 


511-514 Surety Bldg. Phone 815 








WESTERN BANK SUPPLYCO. 


Manufacturing Stationers 
High-Grade Office Furniture 
Filing Cabinets—Safes 





LOG BOOKS—TOWNSHIP PLATS—A —ALL STANDARD | OL FORMS 





Lithographing Embossing 
Engraving Printing 
The House of Quality 
317 West Main St. 4th and Boston 
OKLAHOMA CITY TULSA, OKLA 

















HEAT UNITS ARE BELOW NORMAL. 





SPRINGFIELD, Mo., March 9.—Prof. 
B. F. Finkle, of Drury College, again as- 
serted that the heat units in the gas used 
in Springfield were below normal when 
he addressed the City Commissioners at 
a meeting in the Council chamber yester- 
day afternoon. He asked the city to take 
tests and promised to make them free for 
a year. 

E. F. Hannah, of the Springfield Gas & 
Electric Co., said the piant here was com- 
pelled to meet the requirements of the 
State Public Utilities Board, and added 
that improvements also would be made in 
the near future. 

Both men will make complete reports 
on the situation to Commissioner of Pub- 
lic Utilities Swinney, who, in turn, will 
report to the City Council in the near 
future. 


“OPPOSING GAS RATE INCREASE. 





BALTIMORE, Md., March 9.—A protest 
against an increase in rates for gas has 
been filed with the Public Service Com- 
mission by the Mayor and City Council of 
Cumberland. The Maryland and West 
Virginia Co., which supplies Cumberland 
City and Allegheny County generally, no- 
tified the consumers recently of the in- 
creased rates and indicated that a short- 
age of natural gas was responsible. 


SURVEYING FOR NEW REFINERY. 





ARDMORE, Okla., March 10.—A survey 
is being made north of this city for the 
location of an oil refinery. It is not stated 
yet for whom the survey is being made. 





W here the First W. ells 
Were Drilled in Kansas 


PAOLA, Kan., March 10—Miami County 
has the destinction of being the first 
county in the west in which oil was found 
in paying quantities. The history of the 
development of this field goes back to 
1860, when the first well was drilled, 
assording to the records kept by the 
University Geological Survey of Kansas. 
Operations were checked temporarily by 
the outbreak of the Civil war. 

Volume IX of the University Geological 
Survey of Kansas, by Prof. Erasmus 
Haworth, tells of the first development 
in this field as follows: 


“Dr. G. W. Brown of Rockford, Ill., was 
told of ‘tar springs’ at various points in 
Kansas and came to the conclusion the 
substance was petroleum. In 1860 he 
organized a company of Lawrence, Kan. 
men that included Erastus Heath, Mal- 
travis Solomon, Dr. Baker, Seth Clover, 
W. R. Wagstaff, G. W. Miller and Dr. 
Lyons. They partly completed three wells 
one being sunk 167 feet on the southwest 
quarter of Section 14-17s-23e, just east 
of Paola. The outbreak of tthe Civil war 
put an end to the operations and before 
the end of it, two members ‘of the com- 
pany had died and others were injured 
financially. The project was dropped.”’ 

Robert Harris, an old resident of Paola, 
says that the drilling cable was made of 
4-inch hickory blocks, hooked one below 
the other, and that the power was com- 
municated to the drill by means of an old 
fashioned sweep. The actual power was 
supplied by horses, 








Three times Paola has seen oil excite-} 
ment and twice it has seen it flicker and 
die. Now with the increased price of oil! 
there is more development than at any 
time in the history of the field. There are 
about 50 wells being drilled in the county 
at the present time, many of them in 
wildeat territory. The operators are ex- 
periencing much. difficulty in securing 
machines to do the work and also in get- 
ting casing. A number of good leases 
are lying idle on account of two factors. 

Oil is found in Miami County in two 
sands. One sand is reached at an aver- 
age depth of 330 feet and is from one to 
35 feet deep. The second sand is found 
at about 740 feet and drillers claim that 
it has been known to be 80 feet deep in 
some of the better wells. The Mississippi 
limestone is reached at from 750 to 1,100 
feet. 

A productive second sand is being ex- 
plored northwest of town and leases in 
that vicinity are worth $200 to $250 per 
acre. A lease on an 80-acre tract sold re- 
cently for $26,500 and an offer of $90,000 
was refused on a tract comprising 480 
acres. 

A short summary of the Miami County 
field is as follows: The first producing 
well was drilled in’ 1883 on the Elijah 
Russell farm, eight miles east of Paola. 
This produced 10 bbls. a day. The oil 
was hauled in wagons to a refinery in the 
south part of Paola, where lubricating oil 
was produced that was sold to the old 
Kansas City, Fort Scott & Memphis Rail- 
road for its locomotives. Later, the re- 
finery was removed and on its site two 
good producing wells were found. 


The first gas well was drilled about the 
same time on the Abe Wetfall farm, ad- 





Paola was the 
supplied with 


joining the Russell farm. 
first city in Kansas to be 
natural gas. 

Real development in this field started 
about 15 years ago when a gas well was 
drilled on the Thomas Oyster farm two 
miles southwest of Paola by W. W. Mills, 
of Osawatomie, who was then owner of 
the Paola & Osawatomie Gas Co. It is 
claimed that in this field the drill went 
into an oil sand at about 325 feet, but as 
they were drilling for gas they paid no 
attention to the oil production. 

Robert Ayres, former Mayor of Paola, 
owned a farm across the road from the 
Oyster farm. He organized a company of 
Garnett men and eight wells were drilled, 
all of which were producers. There was 
some other development before the price 
of oil went so low that the field had to be 
abandoned. 


About 10 years ago Paola had another 
turn at oil excitement, caused by the high- 
er price of the product. This extended 
five miles southwest of town. At about 
the same time, the Rantoul field was 
opened with quite extensive operations, 
between Rantoul and Wellsville. 

In October, 1915, the so-called ‘‘Little 
Cushing”’ was brought in on the south 
edge of town. There were 28 wells on 
three acres, two of which are still pro- 
ducing. It is estimated that these wells 
produced more than 100,000 bbls. of oil. 
Three of the wells were in the city park. 
This development was the beginning of 
the present activity, the most pronounced 
it has ever been. At this time the second 
sand at 650 feet was found on the Wingert 
farm, six miles west of Paola. The same 
as the upper sand just below 300 feet, the 
second sand carries enough casing gas to 
operate the leases. R.E.L. 
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DETAILED REPORT OPERATIONS 


ALL FIELDS MARCH i, 1917. 


PENNSYLVANIA FIELD. 


WELLS COMPLETED. 


Allegany Field. 
DeGroff, W. N. 
Fee, East End Oil 
Fee, PO +s. cvb>cbine hoe eanck 
Fee, Bradley & Booth 
Fee, Williams et al. 
Childs, Wilson .... 
Fee, M. O’Connor 
Fee, M. J. Jordan 








Nowrotrwwr 


Wells completed 
New production 
Gas 


bet 
ooo 


Bradford Pieia, 


Frank Bailet, A. P. Hassett 1 
J. Ruoff, Nichols Run Oil 14 


Lot 44, C. of B. G. & P. Corp. 2.... ga 
Melvin, South Penn Oil 136 ...... 
ee Se A SE er een ga 
Clugsten, Parker Farm Oil 8 ...... 
Fee, C. E. Potter 


a ee OO eee ee 
Duke & Taggert, V. & W. § 
RTE, WR COUR Cia wu bscenas 
Lawton, Lesser H. Cohn 
‘|e 274, Mason Oil 
A, L., Strong, H. & K. 
Hamiin Est., E. G. Jack 
J. Shannon, F. P. Lawton 
ie: Bs ee ee en oe ce ew ens 
Franchot, John Jackson 
Newell, W. J. Fredericks 
Paker, Hazzard & Messerly 
F. Wagner, Foster & Co. 1 ........ 
Bingham 474, South Penn Oil 12.... 
Bingham 478, J. H. Ehret 6 
Brown, Brown & Kreiner 1 ....:... 
Foster, C, E. & A. A. Foster 2 
Kingsbury, South Penn Oil 9 ...... 
Bingham, P. T. & W. C. Kennedy 
Kane lease, South Penn Oil 74.... 
Bingham 389, D. W. Daly 15 ...... 
Bingham 439, South Penn Oil 38.... 
Bingham 593, E. C. Emery 10 





w 


Wells Completed ............. 
New Production 
DY -sctbtiaWassedeesbh seuss eeeu 
Gas Wells 


Middle Field. 
Roy, Warren Real Est. 
Hoffman, H. G. Wade 2............- 
Farel, H. G. Wade 1 
Baxter, H. G. Wade 1 
McWilliams, Anderson & 
Knopf, L. 


© 
DOH RO] 68 014769 OM DD 1D =3 69 1D GO CTOTIN G9 OT 00 CO UI CO ICO CODD IUD tet 


| & Hansen 19. 


5282, H. OS are ee 
4821, E. S. Collins 50 
Proper, H. L. Dale. 7 
Shanley, 
T. & W. 


Oil Citz. ae ed 36 
T. & W. Oil, Citz. Banking 37.. 
Grandin, Sand Hill Oil 4.. 
Huddleson, J. B. Siggins 2......... 
CE We, NEY Bannon ceccesecnces 
2837, Keenan et al. 
Proper, W. E. Feri hs 12 
Bowman, 8S. Q. Wilson 1 








Wells completed 
New production 
D 


Venango-Clarion. 
Perry heirs, S. P. O., M. D. 7 
Ollobaugh, S. P. McCalmont Est. 
Ollobaugh, S. P. MeCalmont Est. 
Ollobaugh, S. P. McCalmont Est. 
Norway, Robt. McCalmont 54 
Stuck, 8S. McCalmont Est. 
3yers, U. 
Stover, S. 
Detar, U. 
Breed, H. 
Russell, 
Russell. 





ae 
Breene, oefferam et al. 10 


DRED LOsbecaae »ooe'a a 
Breene, Hefferam et al. 11.. 
Daugherty, John M. West, Sr. 5.... dr 
Continental, Jacob Goldstein 30.... 
Cumming, John Cumming 15...... 
Frank, 2 Frank 1 


< eet on 


Bisendeis, 
Biery, S. P. }. M.  & . Sa ere 
Davis, G. W. Eaton & Co. 38 
Gilfillin, H. E. & M. S. 
Fisher, Simplex Of] 1........... +00 
Fisher, Baum, Stanford & Co. 1.... 
Call, L. T. Call 21 
Williams, H. B. Melat 1........... 
Hoffman Pet., Grimm Oi] 
Doyle est., W. D. Doyle, ex. 11 
Reynolds, Borland et al. 1 
Watson, Reayle et al. 1 
Lasher, Button, Dalley et al. 
Clapp, Crawford, Gregory et al. 
Peary, &. EO. BD. 2b 5 ox 0s <0 0% 
Linn, Fichte & Co. 
Rumsey & Co., Rumsey & Lamb. 
Blair, Franklin Trust 2 
Hollister, J. L. Eakin’ 12.......... 
Hoffman, Miller & Bunty 12 
Martin, Miller, Butler et al 
McKinley, First Nat. Bk. Oi] City 
ie TOPE Bs 56.66 532s bow or bts Oe 
McFadden, First Nat. 
City and Breene 1 
Porter heirs, J. B. Porter 25...... 
Porter, Smith, Wallace et al. 25 
Buzza, J. N. Buzza 1 
Booth. Henry Booth et al. 1. ; 
Mahle, Metzgar, Bangert et al. a. “a 
Royer, Cohlheep et al 1 
Bryner, Alum Rock Gas 1 
McClain, Home Gas 11 
Lest. B. Thomas 5... 


Gates ¢ 


DODO HCO ES TD et 


Be acece sesee a7. 


et et DO CO 








| 





s Co. 
; Booth, Clark & Vincent 2 
| Shearer, Brenner & Adams 1 


Riggs, Carnegie Gas 1 
Cleffer, 


| Smith, fee ‘Gas 1 
| Sagunessy, Hope Gas 1.. 
) EL 


| Eddy, P; 


| Lyons, Hopé Gas 1 


| Underwood, Hope Gas 1 
Tennant, Carnegie Gas 1 


Sckults lot, J. M. Fillman 1....... 
Clarion Count — 
Hoover et al., Gleasin et al. 1...... 


Wells completed ...........+8- 
2 ceaeepcanae, 





Gas 


Butler-Armstrong. 

Boyce, First Nat. Bank Emlenton 13 
Meals, B. H. Mallery 
Kellerman, Maits 2. 
Brumberger, Bly & Co. “a. 
Campbell, Young, Hinchman et al. 2 
Shuster, S. W. Harrison 2 
FR OA tee ee rere 
Holland, Hamilton et al. 1........ 
Christy, Leopold, Heilman et al. 3. 

Gordon, Heeter & Co. 3 ........... 
Shaupp, Klingler, Hisler et xan atu 
Denny, Burke Sons & Co. 1.. ie 
ew al Denny & Co. 1 ...:. 
Scott B. Finnessey 1 


seeeeee 





Wahl, David Mentz 1.............. 
Leidecker, James O’Hara, Jr. 
Albaugh, Albaugh & O'Hara a 
Christ e, Strance & Co. 


Wells completed ........ 
New seteeneacigs 
Dry 


sae 
seeee 


Ce 


Southwest Pennsylvania. 
Washington— 
Froby, Philadelphia i Rsk eee 
Cheesman, Peoples Gas Co. 1 
Harper, South Penn Oil 12 
Burgettstown— 
Bolton, R. G. Gillespie 5 
Bolton, R. G. Gillespie 6 
cagitase tN es vs Be ee 
Scott, Burgettstown Oil 5 
Marcus, C. E. Ferguson 1.......... 
Dorseyville— 
Orbendorf hrs, Amer. N. G. 1....... 
Hassenger, Butchers co Us eaters 
Donaldson, Eyth & Co. 1... 
Ingomar— 
Trimble hrs., M. M. Walley & > -5 
Brant hrs., South Penn Oil, M. 
Brant hrs., South Penn Oil, M. ay 
Sarver, Wildwood Oil 1 
Wyant, Walker & Co. ........ 
Wright, Wahl & Douglass 1 
Johnson, J. Johnson & Co, 1 
Grimer, Wildwood Oil 
Bellevue— 
Grubbs, H. Grubbs 1. 
Gass, paver a (Go. 2... : 2... 5c oe 
Highwood Cemet’y, Marshall & Co. 1 
Imperial— 
Schaller, Jeff Davis Oil 1.......... 
McCaslin, McCullough Oil 1 
Kahle, Watson & Co. 
Duff City— 
Udick, E. h TG Pee 
Baumgartle, Bradle Bros. 3 
Seibka, J. Beeler & Co. 2 
Smiths Ferry— 
Boyd, E. A. Freshwater & Co. 7. 
Buchannan, Pittsburgh pod el is: 
Scott, George Nichol 1 oes 
Dawson, H. D. Dawson 6 
Ferguson, Ferguson Bros. 6... 
Hunter, Geo. A. Kirk & Co. 2 
Milltown— 
Thompson, Amer. N. G. 





Mt. Morris— 
Sicklesmith, Olive on & Gas 2 
Eddy, Peoples | ESS RS eo 
Freeland, Philadelphia Co. 1 


Lawrence County— 
Lg ST cS ee 
Woods, Duke, Grimm & Co. 5...... 


Ee eee ee ee eee 
Gas Me ee ee ee . 
West Virginia. 
Mannington— 


Lowman hrs., Reserve Gas 1 
Smith, Reserve —_ 1 
RUSE SES OB veces uae bk bate 
Rogers, Hope fas ee ye 
Heldreth, cere Gas 2 

Lyons, So. ), 2 


Kendall, So. P.O, 7 ..... 
Batson, F. W. Barlett 6 
Hays, Delmar Oil 30 ... 
Straight, Bonwell & Co. 1 
Watson, Bonwell & Co. 1 
Wise, Prospective O. & G. 4 
Turner, Carter, Sheets Mr Jarvis as 
Post, Hope Gas 2 ...... 
Haymond, So P. O. 28 
Talkington, Middle Run O, & G. 2. 
Reynolds, be Ace 

Taylor hrs., Phila. Co. 3 
Wilson, ee) SE oe oa a 
Swiger, Carter Oil 7 
Freeman, Carter Oil 1 
Maxwell, Go: P. ©. 8 0003 scc0nes 
Adams, ‘Carnegie Gas 1 
Haught, So. P. 
Bolte, Phila 1 . ‘ 
Henderson, Pgh. & W. Va.G. 2. 
Wilson, Pgh. "3 Fe CS eee 


eee eeenee 


te, Fe ee SE ee 
gh. & W. Va. G. 1 2 
J. W. Eddy, J. H. McDermott 1 . 
Campbell, Hope Gas ‘ Se 
Hamilton, Hope Gas 2 ...... 
Michael, Carnegie Gas 1 ..... 
Watson, Blackshere O. & G. 1 

John Campbell, Thompson & Law 3 
Thomas, Carnegie Gas 2 .......... 
Teagarden, Mfrs. L. & H. 1 
Barteau, Phila. 


Henderson, Pgh. 





eee ewes 


ey 
Hutton ‘Humphrey & Lockwood 7.. 


















































Thursday, 
dry | Lemley, So. P. O. ad inten one bible eae ge ah s. Pe re. 
Devine, Carnegie Gas osb<uenenss ees ea, gi ot 117 5 vcvecee ip 
1| Lemaster, MO.V. TT. S.ccccccccsdeccee G88 iy: P. "Chartiers Oil 118......66- 5 
— - byte coe re, N. F. P.. Haydenville Oil 16........ gas 
‘ole, SMISNGGS: LT os gcicc ces cac es CAG 
69 | Thomas, Carnegie Gas 3 .... pod Wetherell hrs., Federal Oi1 12...... 2 
4|Teagarden, Mfrs. L. & H, 1 gas ——— = oer ros. & Stewart 16 2 
6 | Ho Mfrs. L. & H. 2 .... as airfie ounty— 
Wade, Mfrs. L. & i ornare ary Young, Warrick, Knolder & Co. 11. 6 
, Hope Gas Son haee nek ee skingum 
: pana rag ong en B vecccccscsceee gas Montgomery, Ohio Cities Gas 2..... ° 
Py at s hio Pee 
5 | Someray, a Nee eon oun ~~ O’Bannan, Edward H. Everet Co. 6. 40 
+ | Sere a re P. 0.1 "5 | O'Bannon, Edward il. Everett Co. 7. 45 
sats anaes s . il. - 7. 
: Nien Colonial -C AR 5 veo eu's Bet ais ona etn tke tate a oil b Gas 1. 2 
ng, Eagan Oil 5 ......+.+e-+-++- 5 | ASheraft, Ohio es Gas 2.......,. 
any Talkin ton, Carnegte Gas 1 ....... gas | Longstreth, A Sp Oil & Gas 2...... 2 
dry | Mills, wha Oil 131 .......... 2| Harrop, R. Oakton & Co. 2...... 4 
"2 | aloun, POdle. S..-..-0:000000c0020 89 v Macksbure— ae all le i 
7|Balouz, Mann & Co US ee. ~ryee my ey : eae 
1| Snodgrass, Snyder & Pentz 2 ...... 15| Hutchins, E. J shouse 1........ ry 
3|Blackshere, So. P. O. 58 ........., 10| Wickbacher, Jerry Buckley & Co. 2. dry 
ry |} Baker, McKelvey O. & G. 2 ...... 10 | Stack, Bruce Otl @ Gas Gocarecsee 8 
1 cars. jaghrom * 2. APPS yf Sawant E 2 ey 6 ee 
dry | Lewis, ts. L. o 1 we eeeeeee ees Bas Ai ci Pa i a able 
2| Robison, Mfrs. L. & H, 58 dry willinme Dory Rich & Co . 
4|Boreman, Mfrs. L. & H. 1 gas vs » Lessee 
5 Bailey, Mfrs. L. & H.1.. gas on _ Schott Farm bs Tree ee : 
—|Cain hrs., Sun Gas 8 ............ gas yy ped ere Pie aes Weenie. 
19| Marshall County— Mercer, B. W. Pitts & Co. 10 =F RY 
51/Cole hrs., Carnegie Gas 1 ........ gas oe Ss ae? Geabens 3 
5 po Raw cen com Mercer, E oA ae ADs LL sthe ee 
ile, Bile Par OFS wnosco-<--s-+ 8 Gracey hrs, G, L Bunnell 1....... 
Thorn, Melrose O. & G. 1 ........ Greene, D. H. Reynolds & Co. 2.... 1 
,|Garrison, G. R. Stewart & Co. 1... 2] Stephens, Iroquois Oil 50-...--.... 3 
vas | Riggs, Pure Oil Prod. 8 ....-..... 5] @ollins, A. A. Stewart 5........... «5 
10 | ,, Wood County— Shai, Peoples Bank 2 mae aaa Samat: ~ 
; Alleman, Sleppy ee savanna sos 2 Hall. Matamoras Oil & Gas “3! yee dry 
5 | Robison, Geo. Rasel 11 ............ 8 | Dye, J. E. Need & Patterson 8 4 
j | Elliott, So. P. O. 23 ....-..0..005- 5 Ridgway, C2 mate & Oe i.” s 
125 Cc. & V. Elliott, Byers ie) ae 5 McVey McVey Farm Oil Le nsees dry 
50| Bartlett, Henderson Oil 7 ........ 3 Miller, *Shankiand & Co. 1. Tilt ary 
gas Athey, Athey & Co. 1 .........e.00. dry Knoch, J. E. Price & Co. 3.......- 1 
Fs Se eet ae Mendenhall, cM ;Mendenhail & Co 2 ol 
18) ope eocesccrcecsesece a J. ns Oo 
if Harrold, Hope Gas . a ideas dette oo Ce Damntie. Fie & Co. os 5 
gas Livings, -. ae Be a anipateteide Morningstar, R. 0. Wooster, .; gece gas 
otson, I. ° o oe er. as. v O. Tercce 
2|Darnold, I, 0. & G. P. 1 aatein: Gutth tk Ge WE... secs dry 
1|Newbrough, Unknown 1 Adrain, Smith & Co. 16..... Le 
9 Patten, — ~— 2 . Rabberman, Walter Squires esses 1 
d mon, So fs ceneware abberman er Squires 2...... 
hcl Wince, Southern Oil 5 ..........-. 15] Wolfert, Goldish & Co. 3.......... ary 
gas Wirt County— - Longfeliow, Bell Oil & Gas 17....: . dry 
5| Dawson, So. P. O. 11...6.---- 00s 5 | Marshall, Booth & Phillips 4....... 1 
15 Dawson, ee. Ss P. 9. SS: cece B Phillips, 'L, H. Phillips (ERS eM 2 
aught, + . eovcescvccscs . une, au ihe te enh cocccce 
dry Lewis, Liberty Supply 3........-- 1] McGrego, Feickison & Co. 1........ dry 
10| Henry, a may tne col TTT ee ‘ 3 Haught, Jon, Banaxd ON ere 2 
d Pleasants County— arrison County— 
if Neusenschwander, Coal Run Oil 4. 5 | Baxter, Hugus & Sutton 2.......... 8 
25! Barnhart Brufford & Co. 1........ : dry McFadden, Octo Oil 1.......+seee- as 
dry| Riggs, C. E. Sloan & Co. 1........ dry | Mattern, Fox Oil 1................ @ry 
dry | Reynolds, Dinsmoor & 9 Si cccvace 1 Carroll County— 
Bills, Zahniser es = esbwees was P 2 “see ig hrs., o Cameron Sc. ay See pd 
2 worth, Hope Gas ep |. avis urry cencccecouese 
dry Bey ay. Knowiland B® M50. ea csie OTT Jefferson County— 
dry Calhoun County— Ekey, apg lO: Bare oseseccs 5 
“| Poling, Hope Gas 1.............. 848] Stratton, C. M. Stratton 4.......0.. 2 
— Poling hrs., ie 0 gas | Smith, Bray & Co. eS ee ee 
gas| Rafferty, G. L. Cabot 1........ dry | Watt, 'w. CG. Kennedy Co. 2 
2] Robinson, Hope TOD: 2 eoe waminaeo eis gas Spurens, eae & Sight HE ee “ ery 
t Z Featner, Two States as 
i Sumemer, or. "Payne Oil 2. 3 Lewis, ' ODay RNG: Reiss o:0 45: 00.0 600 
dry | Looney, te P. cm * 5 aie aos : 5 Teco iggy 4 Se: 
T hart, ee rrr § cYaug! yee " gas 
gas ively, Republic, O11 tie Ga 17: anaerngga ange ed & Gas 1 on 
5 ss, G. L ines be us ses anor, alover eccccccecccce 
10) Web We BO. S. «os seece en 3 | Helm, Walover OM 1. 2 
“gy 2.8 ergs Kaine See a 5 elmon ounty— 
dry we County— Myers, H. J. <5 & Co. 2...... gas 
gas | Hagar-McClure, Py mp4 Dev. 3. Ps 4| Creamer, N. G.‘of W. Va. 4......... 15 
as| Ramsey, Nixon I: OPS ear ry siameuae 
ca Terman, Charleston-Dunbar G. 2.. dry CINE — 5 aie dno < sce sae dey as or 
Horse Creek tract, So. P. O. 8 PTOUUCEON 5 s04is 6" 4.0 0.08 805m e, Ree 
1| Horse Creek tract, So. P. O. 82. 5 Dry .cvcce sevccescccvcsccvce. Ad 
1| Standard Fuel, J. Potter & Co. TER 5 GRE ooo ccs as cet hae reese ee 6 
2| Pauley. Wayland Oil & Gas 3...... 2 RAN SE 
——1| Horse Creek tract, So. P. O. 77.... 3 RIGS AND DRILLING WELLS. 
44 Neri Kenney, O. F. O. T= isin S26 3 ylae iets 3 POSS 5A 
278 | Goode, Wayland O. & G. Bs ot eS Allegany Field. 
13) Kanawha County— 50 | Perkins, Dolan & Co. ...... sistas ont <p ee 
Se 6 dann ee eee GS. Braineee &t 4)... 
Woek, Davidson & Gates i../..25! ary pany W NY & a nee kes ae 
Williams Coal, Col. Prod. 28...... 80 | ee? Wolcott G abgabiie: | 
84S | Williams Coa, Col. Prod. 49...... 30) hee’ potter Gas eather | 
8a8 | Williams Coal, Col. Prod. 51..... 65 ke rn eee a7 5 8 © 00.08 ¢:000:6.06 0 
30 s013 , = | Norton, Haskins et al.............. rig 
Williams Coal,’ Col. Prod. 54... 65 | Nefr, R D. Thompson. rig 
848 | Williams Coal, Col. Prod. 55.....- 99 | Voubure Vieeete GH... se 
8aS | Williams Coal, Col. Prod. 58.... 70 | ee, Albert Oil Etienne 
gas | Williams Coal, Col. Prod. 61.....- 100) Sutphen, H. B. Sutphen .....222/!! arg 
gas | Imperial Colliery, U. F. G.8......-- 90|Vossler,’ Gorton Bros. ......-.....1000 
ass oven Republic a & — t. Ms Wes, A> Ts Shaner ss; csc ccces ccc. 4000 
y, So. P. O, 6. Coast et al., Crowley......... 46 6:5, 
wooay: _ HG S a 4 so Deon STAY ceetrtsecteeeeeees rig 
Alexander, 80, PB. ©. 3..........-. 1] Boe Bradley & Booth’ 200002000025 ae 
Clay — Fee, Bradley & Coats .....,....... rig 
09) Cok <O. 8... 18.2036. socccceeees 5.) Pierce, F. I. Putnam.............. rig 
4|Gonnell, Marne Oil 13..........-- 10 Coast, MB Moore ...........00201 250 
“~~; Wee, d. A. Wilber... .'. ne 6's oie ei CADDO 
Wells completed ...--.-+-=+-- 107 Carmody, Wightman et al.......... rig 
Production ogee sess teense hme sage ae Ped, PMBUSY Coles s ev enkGc cee rig 
gas US ciaspeck senso seven icuircn~ 8 se abi ince cua Ore ae 
cas Southeastern Ohio. Wells yh SARC M Reis | | 
+4 Ravoodsfiela— : eta P OUR. Sac babicmspake rd ota canab tae 
einschneider, Troutman ae Pi 
20] Rouse, Middleton & Co. 1.........-.8as Bradford Field. 
gas Jackson Ridge— Wixon, erp & Freeman 1.... drg 
ary | mddy, Crawford & Co. 1.:....++++- 2|Lot 29, C. of D. G. & P. Co, 3.....! arg 
aS | McGarry, E Wodura 1.......-. 1) Lot 4, Iroquoise me Se AEE odvecee OS 
gas New OA ts a Melvin, South Penn Oil 137. ciceses ae 
gae Cullen, Burkhart & Co. 4.......... 15|Fee, MeKean et al. 16 ..... rig 
gas Perry County— Fee, Edmonds & har ge gg rig 
Smith, Murphy & So, Si siiketaes 10| Bingham 296, L. & T. Andrus drg 
gas \Gordon, Carter Oil 3............ 60| Baldwin, F. E. Baldwin’ coveescese Oe 
as | Crosbie, Carter Oil 6. sche tae sda eco 2'Sprague, Sarah J. oe GO occas. OE 
£aS | Ketcham, Powell & Co. 1....... 5| Borden, H. I & S., Souter Sede 
dry | Lemity, Walter quires & Co. 1. 3| Backus, Clara B. Rervin Sige lg bibs drg 
25 Hocking Count Duke & Taggart, V. & W. Schopperle rig 
id Shaw, Creston oll 7 Lec okWebiceess soy 200% BOPEOR,  BUrne POM. 9.6 cours ss v0 vices TIE 
we Tritch, Mingo ont veviencsecccveice ‘ e porgen., 4. J. Pe ak oven ese rig 
OCR ME EO c.6 5S bin.5 a: 5'> wince o'oiaie . wr. . M. Johnston ...... rig 
5 | Donaldson, Wm. Kline &’ Co. ar -.-- 3851) Welch, Boyer Re! SEER R Ao4 A a | 
gas‘ James, Nypeno Oil 2......... 15 Sincoln, L. H, Smith .....6....- .. rig 
. dry Bradley, ypene, < Oil Beeeeeeeeees 40 Franchot, Maxwell Bros, 25 rig 
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Franchot, John Jackson 11........ rig | Bach, Peter Waltman et al. 1.. rig 
J. Shannon, F. P. Lawton ......... 500 Shaupp, C. N. Reed et al 2........ rig 
toe unis eo Ua onnt 200 Thoms, Ball” Bros. 1. iis wk x sal oma rig 
Fee, eGregor rant resur.).. ri TOS. Leccccceseccces r 
Ree, L. G. Dana sso... : rig | Eaor Gould, Vance & Co. 1.0... 1108 
Fee, J. J. Walters “ast. 35 Vosbrink heirs, Hilderbrana & G.1.. 500 
Fee, Tuttle & W. 23.... Wilson, Burke Sons & Co. 1........ 500 
Mre. A. J. Smedley. Jackson, ‘SH Hays, Burke Sons & roe aieie Ole ho ed 600 
Ti: on, Letson 11° Gravatt, D. B. Campbell Miniaeass 1200 
Riddell & 8. P. O., W. F. Burr 19 Hoc ITY, . Armstrong 2. 450 
W. L., Hewitt ‘&® Karl 7 Shanor, M. B. ON Se 225 
Paw tine est., E. G. Jack 14... Peters, J. uP OS: soo keke 00 
Kinley Oil, O. S. Greely 4 .. Brinton heirs, Sherman et al. 5. 900 
eo. A. Brown, Foster & Co. i Brell heirs, Bert Nicklas et ‘al 1: rig 
Geo. A. Brown, N. Weil5... Kramer, Barnsd mi _ Eh RR Aa: ‘sand 
Balton, S. Newell 6 ........ McCoy, Barto & a cise ohesateare and 
Fee, Barlow & oe 32° ° Foringer, Knight, Hoody, et al. 2..sand 
Quintuple, Heppinger 20 .......... 00 pro = ek soba Becestgcr ss? Rie - ~ 
Bingham 450-47%, South Penn Oil 74 rig | Me y, mate ass mg 
Bingham 470, Willoughby Oil 28,.. rig 14 
Havais, Kroner B. & P 5.......... rig W ells * arilli TC EEA E Sp i £ 29 
Wt. 2676, United Natural Gas 2680. 2000 meme *het ore OCA eS 
Bingham 389, W. Daly 16 ...... rig Total 43 
Bingham 486, Poon % Grant 400| Total .-.------ Me NPE ROE AES 
Bingham 588, Assd. Prod. 211 .. rig Southwest Pennsylvania. 
Bingham 540, A. A. Park 24 ...... rig 
Bingham 368, MeIntosh et al. 12 ..1800] _ Washington— 
Miller est, J. Bouter fs :..2. cs rig (rere, ese 2 a | ee drg 
Vincent heirs, rae odman & Elder 8 rig Be ty frs. L, & H. 2.......... rs 
Lots 377-378, South Penn Oil 11.. rig | England, Mfrs. L. & i. °s, B.ceeeee drg 
Lot 416, South Penn Oil 1 ........ is | oe Mfre 1, & Ho 2.0... se. arg 
Twin, Lick Lot 10, 8. P. Oil 7 ...- Tig ero Oe ay Sy Rapeiaeamiiees co 
Wt. 3664, South Penn Oil 33.. TIE | we McCleary, J. W. Leonard & Co. 3... arg 
31 aa Beware on & ona aetna 4 -. arg 
RE OSE Ore See ae anley, Freeho “2 been 
Walls ee ne Sr ee 20 Irvin, Freehold Oll & Co. 4......... drg 
Total 51 | Irvin, Freehold Oil & Gas 5........ rig 
NI a eects alien a a i Dunn hrs., Baker * > apascln Ree Oe 
Middle Field. Wresmon, Aree OU” 6. oc. eccceccee drg 
Lot 4792, South Penn Oil 3......... rig MeDowsil.-B. H. Tague i sett eeees arg 
Lot 5235, T. D. Collins Est. 142..... rig | Martin, MoClay & EN RSet i 
Lot 4821, E. S. Collins 51.......... rig | Greer, 'C eR aan are 
Grandin, Sand Hill Oil 5.......... yg ten Be as Sp ita 78/5 
Shanley, Nat. Gasoline 10......... rig | War tf eg Wo 1 ste teeeeeees 4: g 
T. & W., Tompsett Bros. 41....... rig| Lang, Mfrs. L. & H.1............. rs 
Myers, Mfrs. L. & H. Me ule Balgaae MLN drg 
Deible, Deible Oil 113.............. re | wil Peoples Gas 
Lot 3 64, Forest Co. Dev. 1..shut down son, Feoples Gas i......... gore Ore 
Lot 39). Wr rags 4s coe rig Connor, South Penn oui; ma DD, 1... Ge 
Lot 416, Gouin Renna fo 6.Gk rig Boyer, Rhodes & Co. 1.2.2.2... drg 
Lot 388, Auchu & Co. 35. rig ae ek oo yoni gd , ae ore 
le eee Se ang ese pe 2) RIOW SIP EO Dino. 0 0 0'e 6 56.8010 006 rg 
t 2958, South Penn 112.......... drg Lutz, oa lial clad rig 
9 os Burgettstown— 7 
eee eae Sooty tr ek cott, People SAR rere 
Walls 1) Oil Si iat aR A ge 3 Scott, Bur ettst eS alli eee arg 
orseyville— 
NON os cit. cates dint reseeseeees 12 Hoffman, Ferguson & Co. 2........ ars 
Venango-Clai*n. Clouse hrs., American N. G. 1...... drg 
Norway, Robt. McCalmoni 45...... ae McCombs, Indiana Oil 1............ drg 
Grandon, Harvey & Granédcn 20. rig} Allison, National Oil & Gas 1...... drg 
Siggins, Lytle, Siggins & Co. 22.... rig|Kemperer, Summit Oil & Gas 1.... drg 
Spangler, M. Spangler 20.......... @rg| Myers, Warren Bros. 1............ drg 
pie See drg | Googhner, Crescent Oil & Gas 4.... drg 
Re 2 ee a a rer rg | Johnson, Freid & Schlagel 1........ drg 
Chamberlin, H. L. Chamberlin 22... drg|Seel, Undercliff Oil 1.............. rig 
Continental, Jacob Goldstein 31.... drg Ingomar— 
Eisenbeis, Lynch & Borland 13.... drg Hossack, M. M. Walley & Co. 2.... drg 
Gregg heirs, Davis, Glenn et al. id . drg} Gilmore, South Penn Oil, M. D., 2..  <— 
Hancox, L. L. & M. L. Graham 18.. drg| Wilhem, South Penn Oil, M. D., 4. rig 
Davis, J. W. Eaton & Co, 39...... rig} Brant hrs, Wildwood Oil 1........ rig 
Phila. & Boston, Lamb. Bank 59.... drg| Magee, Wildwood Oil 1............ drg 
Phila. & Boston, Miller, H. et al. 29 drg Tiast, MeCiagy. & Co. 2... 2.0% ..scee drg 
Reynolds, Borland et al. 2......... drg| Sarver hrs., Walley & oi (Sat ere drg 
Clapp, Crawford & Gregory et al. 64 drg| Ryan were RE Sd ea < 516, <-970 rig 
Witherup, Reagle et al 2.......... drg| Johnson, J. J Scots. - CO) S65 rig 
McKee, Bleakley & Eakin 14...... rig|Cletnor, Pence & Co. 1............ drg 
Rumsey & Co., Rumsey & Lamb. 20 drg| Kratz, Brooker & Co. i Riehiets a sin ea drg 
Eakin, J. C. & R. B. Hetitervaugh 33 drg Bellevue— 
Biakin, 70: W.. TOBRiM Td. ows oe oes d1z | Hayesville Water, Corbitt & Co. 1.. drg 
Hoffman, Bg & Buntz 13........ 600 | Brant, Wildwood Oil 1............ drg 
Monjar, T. B. McFadden & wv. z.... 400} Bahl, South Penn Oil, M. D., 3...... drg 
Monjar, T. B. McFadden & Co. 1... : 700 | Winterhalter, F. Winterhalter 1.... drg 
Monjar, T. B. McFadden 2........ rig| Crawford, Wildwood Oil 1...:.... drg 
Surrena, White Cat Oil 3.......... Tif) Real, W. Real & Co. to... 2.0.0.0. rig 
McFadden, White Cat Oil 2........ rig| Gibson hrs., Walley & Co. 2....... drg 
Surrena, Timlin & Co. 2............ rig| Ritchie, R. Ritchie 1....... drg 
McFadden, Braunschweiger et al 10 riz enemas 
Sheasley, . Sheasley 63........-... 700| Hays, Armour & Co. 1............ drg 
POELGD, | he. 53. POPU? isle dice y:0:00 4 ee 300|/ Gass, H. Wright & Co. 1........ drg 
Locke, Loeke Ne ee AIS asd Bais Be 200 Duff City— oe 
arion ounty © G. » DlACK W LO, Lewes eees 
Witsel est, J. A. tsel ef ei. 1...... sai tacie dastloas hte ts ang 
Frederick, J. V. Frederick et al 1.. arg Shenot, Leidecker & Co. of ae ee drg 
Heasley, Alum Rock Gas 1......... Seibke, Kretzler & Co. 2.......... rig 
Stumpner, Shorts & Knapp 7 Lockhart I. & S., Lockhart I. & S. 1. drg 
Weaver, M. L. Weaver et al. 1 Crafton— 
Blosser, W. H. Master et al........ Bell, Jennings Oil 9..............sand 
Alleman, H. A. Alleman et al....... Whetmor, Shields Oil 3...........sand 
Campbell, Henry — et al Wettengell, Wettengell Bros. 2..... drg 
Magee, W. F. Lintz 1 ........++..-- Gormley, South Penn Oil, M. D., 21. rig 
= D 7 woes : Pea a hie aad eee Smiths Ferr 
eely, E. aye Oe See eee ee 
Knight heirs, Knight Bros. 5. ro HL, Glass 1. ee ea oe 
Springman, Carroll & Logue 1. Stephens, McCarty Oil 7..........: aon 
Slicker et al., Edward Smith 1 Ol Sanda, Imperial parties i... 1°... y ri 
Coleman tract, Jeff. Co. Gas 1...... 1600! Moore, Latonia parties i......... ar 
Jefferson County— Miller, Hobbs Bros. & Co. 1......: arg 
Kahle, Jefferson Co. Gas 5.......- 00 | trunter, HM. Laushiin 9........2. den 
Werchey, Geo. Phillips & 7 lene Mv wae Sees a Oo 1. ive 
: 13 oe el ve pe sa ge Ds, 14 rig 
bere Sade St oy, S. erguson oa I 5 
Wells Grilling“... 0.0...00.. ++ 36 Gibb, Raugnuer a C021... ... 0c. +e- ris 
WGtAR Gti aue cement cae ue ol 431 grivel rows 
Wi OOD @ COS 1 ow. ois svete drg 
Butler-Armstrong. Baumgarten, Peoples Gas 1 cee SK drg 
Crawford, Gibb & Co. i......... ... 700] Martin, Peoples’ Gas 2............ arg 
Bracken, "Bla Bracken 5........... 500 | Shaw, "Peoples Gas :. atts ate ict ys ese drg 
Thompson, Cleaves and others 1.... drg| Greer, American Gas 2........... rig 
Meals, Austin Meals 1............ rg Cunliffe, Philadelphia. Oe eee drg 
Meals, Baird & me iS Bian e me Shie: Hie Se drg Mt. Morris— 
Wane. Geer) 0 Gis ii ce cess drg Mitchell, ie Me Aare pied a ae s0.40 drs 
Campbell, M. J. Campbell » fed PD a drg | Cheney brs., Philadelphia’ Gas. 1.. dr 
ell, Philip Sayr, tad 10s 6s ayos.s rg| Perry hrs., South Penn Oil 3 
Rarabart, cCarrier, Rush et al 4.. drg| Ornduff, I. GE Ws WAL Wi Sa vans ces 
McGregor, Hartenstein et al 7...... 050! Spragg, Peoples Gas HR RA a ee 
Milford, Wick & Bean 3............ 55 Garr son, Peoples Gas 1........... 
Hilliard, M eres. Light. & Heat 1. rig) Bix, Peoples GOs 86.5 cc is Fic ccc ee 
ee OR RAR ae eee bce ac 300 | Strosnider, coon Gas 1 
Kelley~ aestaane & Daugherty 4. 5006 neh f Pe etc eh Se ere 
Stevenson, Stevenson Bros......... rig| Phillips, Peoples Gas 1........... 
D. P. Kelley hrs., G. & E. J. Steele 15 rig | Morris Peoples Gas 1.............. 
Sutton hrs., J. D. Fowler & Co. 1..1500| Tennait, Peoples Gas 2........... 
Pearson, Grubb Bros. 1............ Stoneking, Peoples oon Bee It. god presage 
McQuiston, E. M. McElhaney & Co. 1 rig| Stewart, opine Bait taee hn ea 
Jack, Montgomery & Co. 1........ > ts Strosnider, P Haaciphia > 1 
oore, S. C. Moore & Co. 1........ d| Phillips, i ONS Ee: ie GR aar 
King, Chas. Hilderbrand & Co. 4.... 700] Garrison, pancka: "Gas eRe 
Campbell, Wildwood Oil 4.......... rig penne Carnegie Gas 3, 4... 


Bell, George Ball 


Le ccccccccecereee| 


oore, Carnegie Gas 1 


| Cross, Hope Gas 2. 


Tavior, PRIIAGeIpnia 3: oc ccccecce rig 
Chaney, Philadelphia Co. 2......... drg 
Warrick, Mfrs. L. & * — S, 4ecce ES 
Moose, Mire. ts & WH. 1, 2. ccccccs «eo OE 
Isminger, Mfrs. L. & H i eeaued eee, OE 
Gregg, Mfrs. L. & nemaded de drg 
Miller, M. P. & M. Oil 1......... drg 
Morris, South Penn Oil 2...... cic ae 
Evans, South Penn Oil 6....... drg 
Riggs brs. Cochrane & Funk 3. - arg 
Galentine, Mfrs. L. & H. 3........ rg 
Barnhart, Snyder & fon ia <inw ea rig 
Loughman, pT AY 3 a ae drg 
J. EB. Lough, Mfrs. L. & H. 1. drg 
Lawrence County— 
Zeigler, mpbell & Jackson 3. rig 
Woods, Duke & Webber 6......... rig 
Dis Giana vend adewes Tere ek 
Bifling Raia'ses 6 éelces. deat easewase 91 
WOU Cases [i vaeeeeececcéacdes 122 
West Virginia. 
Mannington— 
Lowman, Reserve Gas 1.......... drg 
RN PO, Bos... 0 60-0 0d 6 bada-od «6 drg 
ME Cs Cs. Bh i6'6-0 6:64.06 4:0 6-0-0000 drg 
PE eS a Seren drg 
PS. PERM ABROUS 6 6 o.c'0 cbc tes a0 drg 
Ee ee ere ee drg 
MONON, T20DO GEE 2. 2.0 cccccccccee drg 
Strothers, Victoria Oil 1.......... drg 
stewart, Victoria Ol) 2...iccccecee drg 
Stewart, Victoria Oil 3............ rig 
McIntyre, Benedum & Trees Oil 4.. drg 
Varner hrs., Aubry Varner & Up. i rig 
Taylor, Hope Gas 1.............. drg 
Bends, So. P..0. 5, 9, 10...cccccecs drg 
Rex, SEG i ee ee ae rig 
ey CUP ROE ONT Chet nese ce deaceces drg 
ETD 2. ee rig 
SICMOe, Be W. SOFtlGtt Ti. ccccewce drg 
Kendali, W. W. Hepburn 4........ drg 
L. Hays, Delmar Oil 29, 31, 32.. drg 
ROR yd. Allon $2.3... drg 
Batson, Ashcraft Se eae drg 
Satterfield, Blackshere O. & G. 1.. rig 
Flannagan, Hope Gas 1............ drg 
Summerville, So. P. O. 3.......... drg 
Bee SUUEWO ORL Bin ccccceccesecce drg 
Nuzum, Victoria Oil 2............ drg 
Dye, So. 8 Yl ee eer drg 
MepENOr, FIORG GES 4; G...cceccccee drg 
Norman, Castle Br 90k Carbon 1. arg 
ee SEI, CHO Ds 6c 's.0st'¢ a eens drg 
Alford, UME MAM Ln Ke od dicc 00 62 0 rig 
wrareen, One. Gan 1... ccccecececs drg 
mene, “remee CO. Licaccccces drg 
Pe Pe a Bs ccc ceesceciees rig 
meets, OO. Se OF 8. ccdcccssee drg 
SN POs cs Be 6 6 00.c:e'e nese drg 
meeeents Boe P.O) 1c cccccecs drg 
Highland, Vesper Gas drg 
Law, Vesper Gas 3....... rig’ 
Norman, F. Engstrom drg 
peer, mos Ep O, 4, §...cee drg 
Taylor hrs., Phila. Co. drg 
Smith, Phila. Co. 1....... rig 
Hart, Hope Gas l.... drg 
Freeman, Carter Oil 1 drg 
Freeman, Carter Oil 3.. rig 
Campbell Carter ba Sis drg 
Campbell, Carter Oil 3.. rig 
Smith, Carter Oil 1.... rig 
Hammond, Carter Oil £; ‘ drg 
Stout, Carter Oil 15.... rig 
Fisher, Carter Oil rig 














Maxwell, Carter Oil 15.. 
Carde hrs., Carnegie Gas 
Smith hrs., Sun Gas 1..... 
Straight, St. Leo O. & G. 1. 
McClain hrs., Hope Gas 2... 
Titus, Hope Gas 1 
Stalnaker hrs., Hope Gas 17 
Stalnaker hrs., Hope Gas 18 
Nicholson, Hope Gas 1...... 
L. D. Nicholson, Hope Gas 1 
Mary Nicholson, Hope Gas 1 
Dennison, Hope Gas 1 
Gibson, So. P. O. 2... 
Wallace, So. P. O. 3. 
Jones, Hope Gas 1 
Wetzei, Hope Gas 1.... 
Morris, Wabash Oil 13. 


eee eee eee 


eeeee 





oleate drg 
Lemley, Marion Oil 2...... rig 
Tennant, Pgh. & W. Va. G. 1 drg 
Wright, So. P. ee 2 Rae drg 
Stull, Pentress Gas 1..... rig 


Moore, Pentress Gas 1..... 
Price hrs., Pentress Gas 1. 
Core, Hope Gas 3......... 
ee OSs Se 
Eddy, Phe. * i Va. G. 2. 

Price, Pgh. Wass. 2). 
Core 42a., Pen. = W. Va. G. 1 


Core 42a., Pgh. & W. Va. G. rig 
Moore, Pgh. & W. Va. G. 6. drg 
Cunningham, So. - oO. 2. drg 
Arnett, So. P. O. 2...... rig 
Burchnal hrs., So. *> oO 2 drg 
Murray, So. P.. i ae drg 
Conaway, So. oO. 5. rig 
Stephens hrs., Kio. P, O. io drg 
Hamilton, Hope Oe See drg 
Murray & Co., Carnegie Gas drg 
Mets, Anchor Oil 5........... drg 
Kendall hrs., Duval Oil 2.......... rig 
| Thorn hrs., J. J. Allen & Co. 1.... drg 
Hayhurst hrs., Meade & on , See” rig 
Campbell, Carter Oil 4. 4 drg 










Evans, Carter Oil 2... 
McReynolds, Phila. Co. 1 





Carr, Hope Gas 1..... drg 
Smith, Carter Oil 1 rig 
Snodgrass, Carnegie Gas 1... arg 


Edgell, Carnegie Gas 1.. 
Moore, Mfrs. I.. & H. 1. 
Toothman. Hope Gas 2 
Cunningham hrs., —— Co 
Troy, Phila. Co. 1. 
Rice, Fisher Oil ooh 





Ross hrs, Phila Co. 6. 
Knight, Phila Co. 1. 
Hickman, Salem Gas 2. 
Metz, So. P. O. 1 
Varner hrs., Carnegie Gas ri 











Johnson, Mfrs. 4. & H. 7..... 








Wilson, Chartiers Oil 1............ drg 
Tennant, Hope Gas 1........20++0- AME 
Gump, Hope Gas 1..... ccscccccces GFE 
Shuman, Hope Gas 3 céeccccsces GE 
Lemley, Hope Gas 3 ehocccace oo GS 
Shuman, Hope Gas 2.......+-+% oe. arg 
Moore, Hope Gas 2.......ccceee -. arg 
Wilson, Hope Gas 2.....2-ee00- oo arg 
Thomas, So, P. ee sepedewae os GE 
Moore, So. P. O. 4..cccccccccccs -. arg 
Lemley, So. P. O. 3...ccceee eoadew « He 
Haddy, So. P. 0. 14. ccceccccccece eo Greg 
Fox, Carnegie OS Diccdsecuceue oe @&S 
Jones, M. y Ja Fe Keegan ees -. arg 
Shriver, M. %. Le Ae Pree oe 2 Fig 
Wetzel and Tyler— 
Earnshaw, Carnegie Gas 1...... oo GE 
Donnelly, Carnegie Gas 1........ ee GE 
Richmond, Carnegie Gas a chews aca arg 
Church, Carnegie Gas 2. sow, ae 
Garner, Mfrs. L. 1. 2 eo Tig 
Teagarden, Mfrs. L. & H. 2....... - arg 
S. Teagarden, Mfrs. L. & H. 1...... rig 
S. Teagarden, Mfrs. L. & H. 2.... arg 
aueunem, mee. te & TH. dk. ee vcecee rig 
M. Teagarden, Mfrs, L. & H. 1 . me 
Brookover, Hope Gas 2.......... rig 
Merriner, Hope Gas 3.........+- drg 
Toothman, Hope Gas 2.......... «ss Ga 
Grimm, Phila. Co. Di teedesaneneee drg 
Eee, Pe CO. 1. cccccccetccee drg 
po Sg We err - arg 
Crurem, 66. P.O. dic cscccsccsscce . drg 
A Sp errr se Fig 
Howard, So. PF. O. 1. ..csccccesce . Fis 
Cochrane, a) ae ae eer drg 
Long, Hope Rcasac vas caes.xaee drg 
Cochrane, Hope Gas 1.........-0.8 drg 
Headley, Silver Hill Oil 3........ drg 
Mills, Richwood Oil 7............ drg 
McCormick, Swisher Oil 7........ rig 
ane, COPtOr G8 Bo cccccccccacces drg 
Davis, Carnegie _— Deredeavrns <em rig 
Scott, Mfrs. L. & Dain ae aaa a drg 
Strosnider, Hope Gas A a eae dele rig 
Roberts, J. W. Agnew & Co. 2.... drg 
Shuman, Ag Se ee drg 
(0 RS Oe ee rig 
Roberts hrs., Hope Gas 1.........-. rig 
Morrow, Hope Gas 1......ccccccee drz 
Marsh, Pgh. & W. Va. G. 1........ drg 
Pierpoint, Pgh. & W. Va. G. 1...... rig 
Duckworth, Phila. Oil 1.......... drg 
Carder, Carnegie Gas 2............ drg 
Pierpoint Grimm & Co. 1.......... rig 
Grifim, Hope Gas 1... .cccccccae rig 
Conaway, Kelly & Rice 2.......... rig 
Hawkins, Larimer O. & G. 1...... rig 
Marshall County— 
Wises Cummeste Gas 1e a cciccccscav drg 
Dorsey, Mfrs. L. & a” : ere ee rig 
pman, % Oe Bice wedne 640000 rig 
Campbell. C w. Riley & Co. 1. drg 
Hancock County— 
Swearingen, C. F. Hahn & Co. 1.. drg 
Sistersville— 
Twyford hrs., Reno Oil 1........ drg 
Groves, Home Oil 1 ..........<ccoce drg 
McElIrey, Bills, Eddy & Co. 4...... rig 
Williamson, Adams Oil 3.......... drg 
Hamilton, Carter Oil 2............ drg 
Shriver, A. Doyle & Co, 1........ rig 
Hamlin, Denmoor & Seller 7...... drg 
Wood County— 
Robison, Geo. Rasel 12............6 drg 
Feich, Penna. & W. Va. Oil 11.... drg 
Hendershot, So. P. O. 16.......... drg 
Gribble hrs., G. G. Quick 1........ fhe 
Masters, Sleppy Oil 6............ drg 
Grant, Byera & Co. 1. ...cvcccccuse drg 
Ritchie County— 
Heck, R. G. Gillespie a 
Rutherford hrs., C. L. Brown Oil 13 an 
Voleano tract, Power Oil 90....... rig 
Volcano tract, Hope Gas 1........ drg 
Congleton, Pudson. Oil 8... <2... drg 
Cooley, G. T. Bunnell 3............6 drg 
Marburg tract, Woodland Oil 5.... drg 
W. Va. tract, D. C. Reese & Co. 25, 
BE 64 bedi déeedteeesateeded eens rigs 
W. Va. tract, A. M. oe | ae drg 
Wood Co. tract, M. M. Lee & Co. 15 ars 
Westfall, Hope eg RE er ere drg 
M. E. Westfall, Hope Gas l...... drg 
Wreee, SRO GOS 2. wecciccecetes cee drg 
a os 2 Pn Se ere res rig 
AVOORE, Hope GOS 2...cccccccescevee rig 
Brederick, Hope Gas 1..ccccecscce drg 
BCOts, EIONS Gas Be. .cccsacovccces drg 
Wersemerth. Gee En OR Ae oo dee swatee bi,008 drg 
eee, Or Po. Gh Beatie canceccvccd drg 
Haught, So. P. O. 13, 14, 15. .ccccee rigs 
NON Ce Be CE sine cceveeeceess drg 
WHIeOn, SO..F. Oy Bicdcceccvscecece rig 
a ARs > SS a eee ree « Fig 
McGinnis, Chalmers Oil 3....... . arg 
Brown, ElON6 GOR Bes cscs cccccce arg 
Lambert, H. L. Lambert 1........ drg 
Satterfield, John Norris & Co. 1 rig 
Moats, Hope Gas 2........... rig 
Pew, German Natl. Bank 9. rig 
Simms, L. M. — & Co. 1. drg 
Lemon, So. P.O. 7.264608 rig 
Deem, Southern Oil Diidudétciecds rig 
Wirt County— re 
Haught, So. P. O. 12, 13, 14, 15 rigs 
tee «5 -McClung, Red River O. & vont 
Pulewe eked imediecieesd eae rg 
Rathbone tract, Roberts dee 103. aa 


Nutter, J. C. Townsell 11. 
Donoho, Donoho Oil 29.... 
Rothwell, Fought a a0 
Robison, Cox & Co. 
Robinson Pet. Tract, 
CY BSAA aera earner 
Pleasants County— 


Wells, Columbia Oil 3. 
Wells, Columbia Oil 4.. 
Monteith, G. B. Monteith 4 
Adams, Emplby & Co. 2.. 








Bartlett, Goodwin & Co. 6 . arg 
Elliott, Gallaher & Co. 1 . drg 
Powell, Octo Oil & Co. . arg 
Holdren, Octo Oil 37...... rig 
Bailey, Newell & Co. 2.. arg 
Myers, L.: C. White & Co. 1. drg 
Bills, BE, J. Edmonds & Co. ra rig 
Shingleton, Pine Oil 2......... rig 
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Dye hrs., Ira Williams & Co. 2.... rig 
Calhoun County— 


Ball, G. L. Cabot 3............ eee. GFE 
Deems, G. L. Cabot. 1...... ee 
POT, E5ORO TIOS 1. .vccsceswevcccnns drg 
Propst, G. L. Cabot “pg owes eeee- Greg | H 
Knotts, ye ee aa ee 
Merriney, Hope Gas 1......... ose 


Park, Park Bowser 3.....cccccscos FI§ 
Roane County— 


ah. ah Mate kas eae ous seed rig 
Whitney, Carter ig Ban tbismveewie dre 
eS a a are es -. arg 
Looney, U. F. c Shed ce ee uhd aos GE 
Hively, Republic O. « TR; 36... cscceae drg 

. & G. 11. rd 


Chambers, oe we 
Sergent, 1). F. G. 13 
Knight, Fisher Oil 5. 
Simmons, Parker & Edwards Oil 20 = 
Simmons, Parker & Edwards 21, 23 rigs 





Harris, Leeott Oil 4 5 eS. e OS Dei drg 
eo eR Ae es drg 
McDonald, Carter oil RUsnaeas ene - arg 
Bali tire. G. Ts. GORE 2... cccccs . rig 
Perrine, So. Bes can Shs owe drg 


Lincoln County— 
Horse Creek tract, So. P. DO. 78.... ee 
Horse Creek tract, So. P. O. 81.... rig 


Horse Creek tract-Harless, So. P. O. ‘ 

D paw skh OS obi bbe ee ssn 2.5.5 40 e r 
Horse Creek tract, So. P. * a 79, 80.. drg 
Fowler. Big Creek Dev. 8......... . =e 
Mull; Big Croek Dev. 8. ......c000 re 
Woodrum, Bie tek Dev. 7... drg 
Spurlock, Big Creek Dev. 17...... rig 
Suttle, Big Creck Dev. 4.......... drg 


Burdette, Wayland O. & G. 2...... drg 
Kanawha ae 





Skinner, So. P. 0. DRsbsvhen ess ante drzg 
Young, So. 
Gebhart, O. 
Belcher, O. F. 
Belcher, 0 
Myers, 
Deel,O. F. O 
Myers, U. 
Dawson, U. 
Rucker, A Ag <4 & -" eR ey: drg 
Young, Summit Oo. “* ky BvSa 6k om rig 
Williams Coal, Col. Prod. $2, 43, 48, 

- , 80, 63, 67, 68, 69, 70, 73, 74, 75, 

| es RPS er ey rerers 5 arg 


Williams Coal, Col. Prod. 62, 7 ag rigs 
Imperial Colliery, U. F. G. . adrg 








Imperial Colliery, U. F. . rig 
Kittenger, O. 4 _ S.cnccces coven’ arg 
Kittenger, O. F Debs seaene eee 
Wright- Halstead, - MP... 2evveae sand 
Porter-Batton, O. F. O. 1.......... arg 
Porter-Crawford, eS at ee Be 
Giese, U. FF. G. 6. .ccesecsesevcs drg 
Morris, O,. F. O 13.....cccccccccce drg 
Elk River Co., y B.. ©. BL. wccsccsne rig 
Spb Ce AD Ass cu ucanncsschacd drg 
Abbott, O. F. os Siscsekes nace oo Ge 
Harless, OF fs a pexeasenses drs 
sa ®S 72S ee oo sarees drg 
i Oe ee a . arg 
ee A Oe, eer rr rig 
Woody, So. P. O. 9, 10, 11, 12. . arg 
ge ee drg 
oT SO A eee drg 
Campbell hrs., Toemi Oil 2........ drg 
Cavender, Empire Pet. 3.......... drg 
meee, Benes POL, 2. 200660 500s ee arg 
Blue Creek tract So. P. O. 57...... rig 


Clay County— 
Goshorn tract, Goshorn Oil 8, 10.. drg 


Goshorn tract, Goshorn Oil 9...... rig 
tae AP Es | i ee drg 
i ale es Gh ev nas bods hodsse nee rig 
Samples, | ie LF Ripccdasecccael drg 
Sample, O. L. Davis Biv doss viwend drg 
Miscellaneous— 

Bowman Coal, _— River Oil 1.... drg 
Eapcams, 3o.- PF. O. §...c.ccccesessese rig 
eer Shen sewhe sens eee 

Deliling eed nes eeebs oneseh ciuee 241 
TWetal. «scee eee bebe ee enews nen ee 356 


Southeastern Ohio. 


Woodsfield— 
Buicklo, Staudt & Co. rig 
Rohlan Bros., Nyeiisvitie on & Gas 1 rie 


Baker, Thompson se ae rig 
Graysville— 
Kinsey, E. E. Grimm & Co. 2....... drg 
3 ee Sc Serre a drg 
Christie, Sylvian Oil & Gas 1....... drg 
PeRkt, BOMTOS CEE L..n.ccccccccwsens drg 
New Matamoras— 
Graham,Reunshausen & Oe. Liiveueee drg 
Yester, Holstein & Co. 2........... drg 
Rutter, Taylor & Dye Fg Sere Ye drg 
Perry County— 
Donohue, Ralph Bros. 3............ drg 
Forquer, Ohio Cities Gas 3......... drg 
King, Ohio Cities Gas 1............ rig 
Conaway, Ralph Bros. 1.......... drg 
PReeree Ren SOEUO. DB. ..ccccccces rig 
Durqeem, Oarver O88 B.....ccsvcnress drg 
RE eo drg 
Gorgon. Carter OFF] 4.....csesscsess drg 
Wilson, Wildwood Oil 1.......... . arg 
es SE rig 
Reerman, Carter O81 6. ....cccccsse - Ee 
tows Career i B...<cccsccccees rig 
Meola, Panmet OFF 2... cseccocess drg 
Ketcham, Keller, Marshall & Co. 1. drg 
Norris, E. C. Marshall & Co. 3..... drg 


Schottlekorb, John Denman & — 2. drg 
Wallace, Moxahala Oil & Gas 1.... drg 
Hocking County— 


to ae | A eer drg 
i Amey: wt ' > See rig 
Gordon, Preston Oil 2.......... oo Qs 
Shaw, Preston (18 Serer ose, Dae 
Col. B. & T., Preston Oil 11....... rig 
O'Neill, Chartiers OM Sisvs cave sosce OE 
Geakbey, Ci: B. . B= poss ccxcacconsc Oe 
Pence, Preston Oil ee ovewcsess ME 
Strong, Preston Oil 9. coccceos Mg 
Brian, Fisher Oil 6........... oon en 


Hysel, Corts, Bodkin & Co. 2....... arg 
Aucher hrs., a ou - coves ae 
Quigley hrs., > F. . 5. 
Quigley hrs., O. F. rig 
Gem Coal, 0. F. 8. Allene: patti drg 








Dawley hrs., O. F. S. 1.. AY eee arg | 
Brian, Plymouth Oil & Gas S6 Gilg aes ee 
Starr, Plymouth Oil & ve Bh TRON ore 
Price, Cowell, Cochran & Funk 8... rig 
Hite, Nash Bros. & Co. 6......... rig 
H. V. P. Chartiers O., 115, 119, 120.. drg 
, Chartiers Oil 124 rig 






N K B. Haydenville Oil 14, 15... dre 
N. F. P. Haydenville Oil 17, 18... rigs 
co egg ag: BEE sapere 6 as 
Price, Aaro. Cohen’ & Co. 1. . arg 
Patton, Preston aE Rome's séuse8 vas. ASE 
Harden, Preston Oil EES ee ES rig 
=? Pe KOM Bw cw sie «050% o>: ae 
H. V. , oo Chartiers Oil 121.......: drg 
H. V. Chartiers Oil 123........ rig 
mao ‘and Holmes— 

Sapp, M. L. Kachelmacher 2, 3.... rigs 
Sapp, M. L. Kachelmacher 1...... drg 
See, CONE. Es canoes pancho wets ri 


1g 
Forbing Bros., Forbing Drilling 2. OE 
Robinson, Forbing Drilling 3.....: 5g 
Hunter, hag, Poorer oe a SS ae 

Athens County— 

Wetherell hrs., Wodera} Oil & G. 13 drg 
Wetherell hrs., Federal O. & G. 14 rig 
Winner, Mallory Bros. & Stewart 17 rig 


eld County— 
Klinger, Gobel Oil & wR tre | 
McCandlish, Carter Oil 6...... cope | MAS 
Welch, Carter Oil 21.......... ose Tae 

Licking County— 
Creager, Planet Of] 3............ Gs 


Porter, Ohio Cities Gas 2..... copes Ee 

Redman, Ohio Cities Gas 3........ rig 

Laughman, Ohio Cities Gas 3...... drg 

Stump. Ohio Cities Gas 2........ rig 
Muskingum County— 


Madden, Ohio Cities Gas 5........ drg 
Montgomery, Ohio Cities Gas 3.... drg 
Frazier, Ohio Cities Gas 7, 8....... drg 
Romine, Ohio Cities Gas 4........ drzg 
O’Bannon, E. H. Everett Co, 8, 9.. drg 
Ashcraft, Ohio Cities Gas 5........ drg 


Russell, Ohio-Rochester 0. & G.1.. drg 
McKee, Ohio-Rochester O. & 
Little, Guthrie & Co. 1 
Wertz, Pleasantville O. & G. 6.... drg 
Magers, Plainfield O. & G. .1 

McLaughlin, McLaughlin Bros. 2.. drg 
Longstreth, Fritz O. & G. 3, 4.... drg 





Harrop, E. M. Paxron & Co. 3.... drg 

Moody, Blue Rock O. & G, 4...... rig 

Thompson, R. C. Hyatt & Co. 5.... drg 

Smith, Chicago Of! 1..:....2.....e0 drg 

Stonehurner, Chicago Oil 1..... cos. eae 
Macksburg— 

Way, BD: J. AVinhboune 1. ...5.5.20<. rig 

Licicame, Bruce Oil & Gas 1...... drg 

Heddleson, Frank W. Smith 1. rig 

Ullman, J. W. Bernier 4........... rig 
Noble County— 

Hursh, Ed. Brown & Co. 1..... ov OFS 

OSS RR Ok a eS drg 

Crock, Warren Hedge & Co. 1...... drg 
Morgan County— 

Adams, John Denman & Son 5.... drg 
Tuscarawas County— 

Taming, Max Joffee 1............. drg 


Leggit, Wilson & Co. 1 

Rainsberg, Chicago-Ferndale O. 14. drg 
Marietta— 

Kesselring, O. S. Reckard & Co. 1.. drg 


Taylor, O. S. Reckard & Co. 3.... drg 
Pegg, Peuples Nat’l. Bank 10...... drg 
Porter, Peoples Bank & Trust 7.. drg 
Kauffman, Frank Kauffman 6.... drg 
Comes, A. A, -BROWERC B. a0 500 cess drg 
McVey Bros., John Healy & Co. 1.. drg 
a Ce err oo rig 
Dye, M.. Hi; Burbacher 7........% drz 
Bliss, W. E. Sykes & Co. 1........ drg 
Edwards, W. E. Sykes & Co. 1.... drg 
Riggs, J. H. Kiggins & Co. 7...... drg 
Myers, a er drg 
Roxert hrs. Thorn Off 9.......0-. 00. ot 


Augus, Augus Oil 1 
Deucher-Bliss, W. Thornily & Co. 10 rig 
seek we wee J. H. Schwender- 


D  seevseees sbeceasane wen rg 
Davideon, Pniane. Oil. 1B. co0ccsinas drg 
Rice hrs., J. G. Rice & Co. 10...... drg 
Adrain, Smith & Markley 17...... drg 
OT Oe ee ee drg 
Rabberman, Walter Squires 3 .... rig 
Hall hrs., Southern Oil 28........ arg 
Wickens, J. T. Dillon & Co, 21.... rig 
Wi eS eS OR aoe drg 
Hone,-. Braden O1 B..2.0.02 6.0 cesess ss drg 
Smith, E. P. McCutcheon & Co. 12.. rig 
Taylor, J. A. Brown & Co. 5...... re 
Decker Wm. Merrit 1. vc cceocweses drg 

“Harrison County— 
Smith, Petroleum Oil 1............ drg 


Carroll County— 
School Lands, Leesville O. & G. 2.. drg 
McLandsborough, tag Quinn 17. drg 
Buchenan, Smith & Co. 1.......... drg 
Jefferson County— 
Burnette, Harry E. Tope 2........ drg 


Culp, D. C. Burns & Co, 1....... oss ee 
Johnson, Shamburg & Co. . os C2 
Stratton, C, M. Stratton 3: inh eae ow Jae 
Johnson, Dean Oil 3..... so¥ovenee FT 


McDevitt, Owens & Co, 1.......... arg 
Burns, Lewis & Co. 1.......seee0-+ GFE 
Columbiana County— 
Andrews, Reynolds & Co. 2........ drg 
McDonald, Peters & Co. 1........ arg 
hem aa Turner & Co. h..cecces GE 
Yagegi, A. H. Cameron 5.......... arg 
Yaggi, Renne-Deibel O. & G. 6.... drg 
Ocesch; Stuffer Oil 1.......cccccees GPE 
Fryfogle, Fryfogle Bros. 1........ drg 
Belmont County— 
Douglass, O. F. S. 1. nn bay's Sa 
Poulton, Belmont Drilling = | oma 'acese | Oe 
Stonebraker, N. G. of W. Va. 2.... ag 





Rigs 
Wells Grilling ...cceccccsecees 114 


Total .....ccccsecccccccccccece 161 


PENNSYLVANIA FIELDS. 


Summary of Completed Work, 
Field. Comp. — Dry. Gas. 
Allegany . eoccgccces 0 1 
Bradford ....cescscccccces BO M 1 2 














Middle Field ...... 19 17 2 3 
Venango-Clarion ........ 51 69 4 6 
Butler-Armstrong ...... 19 61 5 0 
S. W. Pennsylvania .... 44 12 10 
West Virginia .......... 142 «1,441 19 49 
Southeast Ohio .......... 87 899 17 6 
ro ee BAe res 400 = 2, 864 60 77 
Total Jan. ...... ‘seccccee 409 «=, 328 69 68 
Differene ...... nadnsee 9 538 .9 19 
Rigs and Wells a 

Feb. 28, ’17. an. 31, ’17. 
Rigs. Dre. To’l. Rigs, ~— To’l. 
Allegany ..... 13 10 23 16 


Bradford ..... 31 20 61 
Mid, Field ... 9 3 
Ven.-Clar, .... 13 36 
But.-Arm, ... 14 29 
Ss. > eve oe @& I eh 
w. pete, ae 
8. E “Ohio eos S1 91 


BS 
B288 


8S 


#188 

el ctenetea 
£! skews 
81835 


Decrease in rigs, 12. 
Decrease in wells drilling, 4 
Net decrease, 1 


CENTRAL OHIO. 


WELLS COMPLETED. 








Licking County. 
Granville—Wood, Columbus Nat. G. 1....dry 
Fairfield County. 

Walnut—E. Smith, Ohio Fuel Sup. 1...... gas 
Knox County. 
Liberty—W,. H. Brown, Logan G. & F. 1..dry 
Ashland County. 
Green—Dan Kick, Logan G. & F. 3 
E. Ernsberger, Logan G. & F. .... 


O. Guthrie, Ohio Fuel Sup. 2.. 
Mohican—Winbegler, er 8 & F.1 












M. Arnholt, Logan G. & F, 1........ .-gas 
Hanover—Glasgow, Ohio Fuel Sup. 1...... 

M, Date, Logan G. & ; er y 

Vermillion—J. J. Dalton, Ohio Fuel S, 1. sind 

_. COMP eted ...ccccccccceccccccscccece “8 

5 Re ig a6 9 NEEM SRE PRE 4 

Medina County. 
York—Curtis, Logan G. & F, 1..........00.. gas 


Harrisville—White, Ohio Fuel Sup. 1...... dry 
Medina—Pythian Sisters, Medina G. & F. 
2 


g 
Westfield—Reynolds, Ohio Fuel Sup. 1....gas 
Lafayette—Vaughn, Ohio Fuel Sup. 1.. —— 
G. Ballach,Freshwater & Co. 1.......... 
Chatham—Frank Bul, M. Fres'’»water 1. Sey 
Ed, Geisinger, Milton Freshwater 1...... 


Wells completed 
Oil weils 





Lorain County. 
Avon—Backers, E. R. & C. R. Edison 1..dry 
Wayne County. 


Congress—Sullenberger, Logan $ 5 F. me ‘ 


N. M. Bonawitt, Logan G. & F. 
E. G. Lingle, Ohio or oT: 
Dave Yost, Medina G. 4 
Dave Yost, Medina G. &F 
Franklin—E. Esterday, East. Ohio Gas 1..gas 






Wells completed . 
Gas 





Cuyahoga Og 
Dover—M. Stejekal, Logan G. & F. 
Cc. E. Barkwill, C. E Barkwill 1.. 






gad completed 
RARE. bo scts consnkowniwecns 
Vinton County. 


Richland—Graves, Ohio Fuel Sup. 1...... as 
Jackson—Cowdan, Central Cont. & Fin. ildry 





Mesking County. 


ares Creek—N. Karshner, Logan G. & 
Perry County. 
Thorn—J. & E. Bope, Logan G. & F. 3..gas 


RIGS AND DRILLING WELLS. 





Licking County. 
Granville—J. S. Jones, J. S, Jones 8...... drg 


Susan Hartman, Heisey Gas 2............ drg 
Licking—Irwin, Columbus Nat, Gas 3, 4..drg 
With EMS. oon os Shenineksaspcaseans 4 


Fairfield County. 
Walnut—G.. W. Taylor, Ohio Fuel S. 1..drg 
A. Brooks lot, Emmit Defenbaugh 1..drg 
P. B. Daubermeir, Logan G. & F. 1.... rig 


a rer ar 1 
Wells drilling 2 





Total ..cc..e onee eccccces ecccee 8 
Knox County. 
ae Be Ww. & L. Ogg, nn G. & 
Fuel odeneceseose pevenssecépevncéccoesscces rig 


Ashland County. 


Green—Cath. Smith, Logan G. & F. 1.... rig 
Pa # a Ohio Fuel Sup. r coccese MA 
Thos. Royer, Ohio Fuel Sup. . rig 






Fred Ficgne Ohio Fuel Sup. 2...... 
Pp. 2 


Peter Shafer, Logan G. & 
Peter Shafer, Logan G. & 
J. M. Biddinger, Logan G. 


Hanover--J. E. 
J. & A. Strickler, Ohio Fuel Sup. ‘gree | 





Adam Young, Ohio Fuel Sup. Resoiginy rig 
Vermillion—J, S. Humm, Logan G, & F. tats 


sodindasotoee cee vccceseventosccscassscece 3 


Rig 
Wells drilling wcceccsecccccccsoccocccscecces AD 


Total cccccccccccccccccccoccscccece coeee 


Medina County. 

seer“ L. & J. F. Dealing, Logan Gas 
& Fuel ag deekabe ehiodn vic dhcdone ages has of dr 
A. Vanbovans, “Ohio Fuel Sup. 1..........drg 
Francis Shildrick, Ohio Fuel Sup. eRe 
Harrisville—Chas. Hill, —— sy & is lrig 

H. Garman, Medina GB Ba k:, -drg 
Medina—Levi Branch, Ohio Fuel Sup. a vie 
Litchfield—L. R, Selley, Logan G. & F. 1. eel 

H. B. Bradley, Jos. Artman l............ 
Brunswick—J. Crum, Ohio Fuel . 1. der i 
Ss. F. Kennedy, Medina G. & F piseuns rig 
Lafayette—Schuck, Ohio Fuel Sup. - Ti 
Fred Martin, Medina G. & F. 1 





ereccccccceres erccscccgece 6 


Walls “drilling 
Total cccccccccccccccscccvccsccccvcscccgceseqe An 


Lorain County. 
Grafton—Diemling, Ohio Fuel Saal 1....drg 
Mary Killip, Ohio Fuel Sup. 1....... re 
Columbia—Barrance, Forest Bity Stone ‘L-arg 


WOES STING | coccdscrckssccisanavevocseiacs “3 


Wayne County. 
Congress—J. E. Snyder, er) G. & F. 2..drg 
Se 


Pee eweeeesceeseseeee 





Emma Dodd, Logan G. & F. sbacneweceliy 
Wm. Richards, Logan G. arg 
W. & L. Frary, Logan G, & vereenee TS 
Miller-Spring, Logan G. & drg 
J. Packard, Logan G ---drg 
Jas. Plough, Logan G. & F. ooo 1S 
S. Ewing, Ohio Fuel Sup. arg 
Sam Wood, Ohio Fuel Sup. .-drg 


Emma C. ‘Weaver, Ohio Fuel es i220Nare 


Sam Clinker, Ohio Fuel Sup. 1...... sooo GG 
Wm. H, George, Ohio Fuel Sui. 1.2000. 
Mary Gearhart, Medina G. & F. ° .-drg 


Chester—Milton Elliott, Medina G. % FE. re dee 
Franklin—S. D. Fahr, Buckeye sae G. 3drg 
W, W. Mcintyre, East Ohio ps d 
J. Boner, Plymouth O. & G. e 
O. & M. Brugan, Ohio Oil 1 drg 
Cannon—A, Parmenter, Ohio Fuel ae i; rig 
D. E. Gearhart, Ohio Fuel Sup. .dr; 
J. Gearhart, Ohio Fuel Sup. 
J. R. Gaut, ‘Ohio Fuel Sup, 1.. 
Joel Holmes, Ohio Fue! Sup. 1.. 
Cc. F. Martin, Ohio Fuel Sup, 
G. A. Smith, Ohio Fuel Sup. 1...... . Tig 
H. Armstrong, Jas. Brinkerhoff & Co. 1.drg 
Clinton—D. L. Bonham, East Ohio Gas 1. yd 
Wayne—D. & W. Naftzger, Ohio i 8S. l.drg 
W. A. Taylor, Vanhover & Co. 1.. ‘ 4 

Wooster—H. A. Maize, C. Jones & "Gs: : Bes 









~ 











OGRE esasisdccndectitcgdedctccwccvesdebedued 


Richland County. 


aoe heen. Logan G. & F. 1 
Mary E. Oswald, Logan G. & F. 1 





OER  ceckcctn yn teseess skits eyhaseecses scemeeee 2 


Cuyahoga County. 
Mae tag Hm, Eten cca Allotment, Berea 
Jos. Fritz, Settlement O. & G. 1.......... 
Brooklyn—Fred Seibert, Saas River D. we 
Mary Orth, East Ohio Gas 2 dr: 





pple 1 dr, 
Strongville—Bert Adams, East Ohio G, 1l.drg 
Carl Lyman, M. K. Clover 1............:. 


Dover—A. Danford, Logan G. & F. 
J. E. McGilvery, Logan G. & F. 1 
J. Borlands, Logan G. & F, 1............ 


Cc. B. Tuder, Logan G. & F. 1...... 
Ww. Mitchell, Rocky River Dev. 1... 
Oscar Shubert, Melrose O. & G. i.. 
A. Snyder, Melrose O. & G. 1...... 
Cc. E. Hall, Kundtz & Hulse 1..... sae 
Cc. E, Barkwill, C. BE. Barkwill 2.......... 





WL -enpdad en ctcctabhuens tan tédudindsanessane “TH 


Vinton County. 
a ao Gardner, Ohio Fuel S. 1. eH 
W. Traphagan, Ohio Fuel Sup. 1.... rig 
5 C. Sampson, Ohio Fuel Sup. 1.......... 

Hamilton-Lantz, Ohio Fuel Sup. 1 > 
J. W. Stone, Ohio Fuel Sup. 1..... 
W. R. Herron, Ohio Fuel Sup. 1..... 
Reb. Blackstone, Ohio Fuel Sup. 
Cox & Shockley, Ohio Fuel Sup. 
Geo. U. Bone, Ohio Fuel Sup. 1.......... 
Abraham Nichols, Ohio Fuel Sup. 
Robt. W. Nichols, Ohio Fuel Sup. 





Mary L. Cassell, Ohio Fuel Sup. 

Sanford Nichols, Ohio Fuel Sup. 1...... rig 
Jno, L. Kruger, Ohio Fuel Sup. 2........ rig 
F. M. Reising, Ohio Fuel Sup. 1.......... rig 
Cath. R. Poland, Ohio Fuel Sup. 1...... rig 


Owen Henderson, Ohio Fuel Sup, 1...... rig 
A. E. Sowers, Ohio Fuel Sup. 1.......... 
Chas. Sowers, Ohio Fuel Sup. 1.. Py 
Henry Maxwell, Ohio Fuel Sup. 1...... «. rig 
Jackson~J. W. Westcott, Ohio Fuel S, 1..drg 
M. J. Blackstone, Ohio Fuel Sup. 3.... 
J. M. Kinney, Ohio Fuel Sup. 1....... 
. Brown, Central Cont. & Fin. 1. tank 
Ww. C. Hardin, Central Cont. & Fin, 1. ow ro4 
.ar 


H. C. Clark, Ohio Fuel Sup. 1..... 
Elk—John Bancroft, Ohio Fuel Sup. 
Eagle—Jno. Vickers, Ohio ong Sup. 1 

Jno. Slagle, Ohio Fuel Sup. 1..... 
Madison—E, W, Strong, Eaves oy Oil 9, 












Rig py 
Wells ‘Grilling . ce 


Total ...... 


Hocking County. 
Salt Creek—Wm. Tisdal, Logan G. & F. lrig 
Marion—I. J. School, Logan G. & F. 1....drg 


erecccceccgeacescccccsccscccsccecs SL 


se eeeeneee Hee eee eee eee eseraneeasenee 


Rigs 
Wells drilling . 


was benadccdbebocdhSdeudvauac om 
gs 


TOCA spoccccnpeoycs ss anc hestes stpbelcouneshitoue 


nat ded 


March 15, 1917. 
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. Coshocton County. 
Tiverton—Cooper, Logan G. & F, 1...... rig 
Perry County. 

Thorn—E. S. Swick, Ohio Fuel Sup, 1...... rig 
Holmes County. 
Ripley—Morgan, Buckeye State G. & F. 1. rig 


CENTRAL OHIO FIELD. 


Summary of February Work. 
Comp. Seas Dry. Gas. Rigs. Drg. To’ . 


0 


Licking... 
Fairfield. 


Ashland.. 
Medina.. 
Lorain.... 
Wayne... 
Richland. 
Cuyahoga 
Vinton... 
Hocking... 
Coshocton 
Porry.... 
Holmes... 


LAG in Shes 
Sok Srcom 


- 
“its 


Total 
Tl. Jan.41 


Differ... 9 

Decrease completed wells, 9. 

Oil wells, 1; decrease oil wells, 
crease new production, 45 bbls, 

Increase dry holes, 

Decrease gas wells, 10, 

Increase rigs, 

Decrease drilling wells, 2 

Net decrease new work, 


LIMA FIELD. 


WELLS ‘COMPLETED. 


Wood Co County. 
Montgomery—H. B. Bierly, Ryder 2...... 12 
Freedom—J. Humble, Home Banking 4.. 15 


P< 


wl Bl occa Rwawon as 
i pee 


wlaS!l cocoroconmanor 
¥inetéccumbesscecdl 
nl Bs Ler omarcn comme} 


GBlIAS|lecosocoscooSco 


a 
a 

® 
‘ 





Portage—Larwel, McKnight & Co. 28..... dry 
A. A. Ensminger, Paragon Refg. 1...... 5 

Henry—S. Slauterbeck, wow Oo. & ” : ee 
B, A. Lawrence, Oita OM AEs .cl oes nc se 

Liberty—Sam oh ge Ohio oil 20, aes aba 
Luke Lany, Ohio O b 


Bloom—N. W. Gas, Ohio Oil 43.... 
North Madden, Ohio Oil ‘. e9 
Ross—J. Franks, Ohio Oil 5......sccceceeeeee 15 





Wells completed .... 











Production .. ' 
ime 4 
Hancock oe 
Allen—Knoke hrs., Ohio Oil 15........ssee0 
Liberty—Mary M. ‘Reed, Onto" ii 15.. ws 
Case—M. E. Linhart, Glo VOB: .55.s.<see 
Wells completed ....... eeceecccccces 
Production ...ceccccccvcccees avbensocssensee OR 
Allen County. 
Perry—I. McClain, Ohio Oil 8.............. abd 
Marion—Brunk, Myers, Lead & 6. abd 
Richland—S. Locher, Garcola 0. & G. 3.. 10 
Wells completed .......eseeeeee eccccccocee 1 
Production 10 
ADANEGONE cecesccccccoessccccecce cocccccses 7 





Auglaize County. 

Logan—F, Eisley, Pleasant Valley O. 2.. 40 
Sandusky County, 
Washington—O. Dudley, April Oil 2....... « & 
Rice—Frank Widman, North Lima O. 8.. 5 


Wells completed ..cccccccccccccesccscecers 
Production ......+++ ° 
Mercer County. 
a ag =? L. J. McDermott & Co. 15 60 
. S. Kinkley, G. L. Watson 2...... eoevee 





8 

Wells Completed ..crcccccccccccccccccccees 2 

PROGUGRON «5 ii ceveweccsescersovcceccssssces 
Van Wert County. 


Willshire—A. Detrick, Byers & Co. 1...... dry 
York—E. Thomas, Keystone United ‘S & 
G. 







Wells re 

Producti 
OP vecsc< wnehedashaeeedn scents 
Seneca County. 

Clinton—D, F. Pittinger, Sun 6............ 1 

Pleasants—G. Shannon, Sun 7........ 







Wells completed .. 
Production «see. 
D 


Otten County. 


















9 
i Crestline—Kirchbaum, Crestline O. & G. 1.drg 











ae een SONS he Dae pene Ney 


Walls drilling . Sepepebsy Rena aauweees 6 e6ak «e428 

TOGA» dddaeds vedanta serdcedotcsbsccccoseceos . 1 

Hancock County. | 

Allen—P. Alexander, Ohio Oil 47.......... rig 
Washington—E, E. RecN Gardner & 
MEME, Ts wh cb eahecgedeahesis b> csk cs sacucectne d 


danarte dt: Newhouse, Ohio Oil 57 
Cass—M. E. Linhart, Ohio Oil 4 
E, C. Canfield, Stoltzinger & Co. 1.. 
Union—P. Walters, Keiser & Reimund 8. ae. 
Orange—Riley Marshal, M. F, Eberhart 3.drg 
P. D. Steiner, Ohio Oil Duetdueceasccavass drg 
M. J. Stratton, Glen City Oil 2.......... rig 





etereee SOR e eee eeeeeeeeeeresesereseeees 


Rigs 5 
Wells drilling Socwccsoceccecicccoceccccscces 64 
9 


Total cccccceccvecersccccccescoces vecvseoene ee 
Allen “County. 
German—Holtzapple, J. B. Mayer & Co. 3.drg 
Perry—M. Mohler, C. J. Vosler & Co. 3./drg 
Richland—W. H. Scoles, Seidy & Co, 8....drg 
Sugar Creek—D. E, Sherrick, Ohio Oil 3..drg 


Wells drilling ...... ésntaucecsccne eedepeqecs, 4& 
Auglaize County. 

St. Marys—A. Smith, Ohio Oil 10............ drg 

Noble—F. Wehrer, F. Wehrer & Co. 2....drg ' 

Salem—J. Warner, A. D. Downing 6...... rig 
O. F. Benton, Moon & Co, 3...........+.+ drg 

Logan—D. Grassley, F, J. Winans & Co. 2. ave 
Jos. Fisher, Wochler Oil 1............:- drg 


Washington—H, Haelsche, A. Huenke 1. ‘ive 


ore re eeeeereeeseesteeeseseeeesess eooee 1 
Walls “arilling SadeeeTseceedocsovesosoeases 6 


UENL Mtv akindeadesucchthandcahssscesceseanse|. © 
Sandusky County. 
Madison—John Foos, Foos Oil 5............drg 


Washington—L. Haar, April Oil 3 Minaiieseee drg 
Scott—L. Stackhouse, Link > te eond i pot 
Wm. Woodruff, Soe ag op aR drg 


J. Hollenbavgh, H. A. Holinger & Co. 1 rig 
Jackson—E. Hummel, North Lima Oil 6..drg 


ecccecccce seeceecccccecccecs ee 


Rig: 
Wells drilling” oe 


TOUR ccivcnnccccnvescvccctcccassccccscsecesces «66 
Mercer County. 

Union—S, E. Miller, G. L, Watson 1...... rig 
= E. Lewis, R. S. Kimbley & Co. 1.... rig 
J. Jones, E. A. Kuhns & Co. 9.. . 
Gibecs—e. Schlaman, Sam Black 1 drg 
Center—G. Ballinger, Parks & Roberts 2.drg 
Jefferson—Jos. Pox, Harry Kelley & Co. 3.drg 








Shchenns seweadecoseees gacecsecsecesoosesee =O 
Walls drilling | peendnbavehas deeadesuceete awe. oS 
WOUAE vcccscssexcenssdecedtece pusadacksun nage 0 


Seneca County, 
Jackson—Weaver, Onsel Bros. & Co. 6.. rig 
Clinten—Laird, Dean, Tucker & Co. 1....drg 

Wm. Einsel, Sun Co. 16.........secceceess drg | 
Orphans Home, a ee ee drg | 
Sciopo—Norton, Norton & Johnson 2.... rig 
Eden—Lease & McCormick, Paragon eee 





E. Randall, Sun Co. 7........++. ep epecoetes 
BRIGG. 6 ssvcn nc ceccosvessccsbests cvccsuescessus 
Wells US ENIAD, Sivccicetecsacocesticcae 
DOUG): csccdsescccseccctececcgies cecccccccecece 


Oitawa County. 
Allen—Reidman, W. A. & V. C. Miller 3. rig 
Sarah Bunte, Gibbons, Bunte & Co, 2..drg 
Harris—Jno, Avers, Avers Lease Oil 3, 4.. rig 


H. Brandon, Paragon Refg. 5.......e.+0+++ rg 
paneer Beet Rec re poate Le: ee 

Wells driiling | puaceeacsaeeonees eeeses savant 2 
DOURE vviccccccsceciseccssovcsvsscovessesss eee 6 


Craw ford County. 


LIMA FIELD. 
Summary of Completed Work. 


Washington—Thompson, Central Refg. 1.. 
Patoka—Harris & Barr, Patoka Valley 
O. & G. 13 


Wells completed .......ccssseceesees eeccce 


Medison—G. W. Read, M. 
John A, Sutton, Ohio Oil 
Monroe—B. Wilhelm, M. Siena hy 
be ate rly King, A. B. Bement 1. sary | 








A, H. George, A, B. Bement 1 
Patoka—H., J. Wiggs, Sy & Gilligan 1. fb | 
Geo. Murray, Ohio Oil 4 abd 
J. B. Harkness, Ohio Oil 8 


Wells completed 


Sullivan County. 

Turman—J. Parson, Steel & Eaton 1 
Clyde Alkire, C. "Aikire O. & G. 
Hamilton— Sanders, Hamilton & G. 16.. 
Fee, Mechanics Ice & Coal 1 


Wells completed 


RIGS AND DRILLING 


Blackford County. 
Harrison—Jno. Bremer, Wm. Jones 1 


Penn—S. E. Davis, Jones-Lyons Oil 3 
N. Thomas, A. Hardison 1 
L. W. Edmundson, 


Delaware County. 
Delaware—Holloway, G. D. Roberts 8....dr 

Randolph County. 
Monroe—M. J, Adams, F. F. Adams 2.... 





wae -<. L. & Belle Muncy, Indian 

ratastatesc se adaeaidseccdtocensstsdades d 
 Shoultz, Indian Refg. 1 
Patoka—C. T. Emerson, Farmers Oil 39.. 


Madison—H. Gladish, M. es 3 
J 





Sutton, Ohio Oil 3 
Sutton, Ohio Oil 2 


Dan Snyder, Ohio Oi 

Laura Stewart, Ohio Oil 

Washington—Della Gray, Onio Oil 1 
. M. 


Fairbanks—M. J. Beard, B 
es il 1 
—C, Alkire, C. Alkire O. & G. 6.. 


Wabash—Jacob Fall, Harrison & Flynn 1.drg | 


Monroe—N,. R. Davidson, Flat 
yk 








Feb. ‘17. Jan. °17. 
Comp. Prod. Dry. Comp. Prod.Dry. 

WOE iis ccsdces 9 86 1 5 7 0 
Hancock ...... 3 53 0 8 84 0 
BAVOR ccs osevens 1 10 0 3 37 0 
Auglaize ...... 1 40 0 1 35 0); 
Sandusky ..... 2 9 0 2 12 0} 
Mercer eases a 68 0 6 113 0! 
Van Wert me 40 1 1 3 0 
Seneca we. “ie 1 1 30 0 
Lucas o® 0 0 1 2 0 
Ottawa an, 61 0 3 36 0 
Marion ........ 1 10 0 0 0 0 

Total .isisees 29 31 427 0 


56: 
Decrease completed wells, 2. 
Increase production, 125 bbls. 
Increase dry holes, 3. 
Abandoned wells, iL. 
Average January wells, 13% bbls 
Average February wells, 21 3-13 Dols, 











INDIANA FIELD. 





Feb. Ji 
Comp. Peet. Dry. Comp. Prod. Dry. 
0 0 15 





conwce*’ 

| etraes ermeno’ 
© 

taSoBoh 


| 
| 

fl 

Ss 

ow 

al contro: 


a 


Decrease new production, 67 bbls. 


Average January wels, 285-6 bbls, 
Average February wells, 17 2-3 bbls. 





—— of New Work, 


17 Ja 
Rigs. Drg. To’l. Rigs. Drg. hol. 
0 


Pat et COD et et CO 
_ 
ee att 





» | coconmoonol 
Bl opr aSH eens 
81 Tlaalank Leekek aki 


a 


t increase new work, 1. 


KENTUCKY-TE 


WELLS COMPLETED. 


. Sample, Mountain Oil 4. 








Allen—L. Simons, egy ponte | Rg 1 B 
Harris—John Avers, Avers ase baie 
John Avers, Avers Lease Oil 2........ eet Summary of New Work. 
H. Hilgenick, Humberger & Co. 1.. 6) Feb. ‘17. Jan. ‘Tf. 
Z. Clay, Hathaway & Co. 1.......... 4 —_ Drg. To’l. Rigs. ae S| 
H. Brandon, Paragon Refg. 4...........-6.° 6 Wood .......06- 16 lq 1 
— Hancock ae 5 4 9 4 7 % ! 
Wells completed .......cscccccccsccscceeee 6 Allen ... ae, to 4 2 2 4 
MACHION  wccaccecsccvdcsescncce s8eeaseeews 61 Auglaize <i 6 7 0 4 4) 
Marion County. Sandusky See | 5 6 0 2 2} 
| Mercer .....00- 2 4 6 0 4 4) 
Claridon—F. Ulsh, Caledonia O. & G. 1.. 10) yan Wert .... 0 0 0 1 1 2 
Seneca ... Sag 5 7 1 6 7 
RIGS AND DRILLING WELLS. Ottawa .. ee 2 5 3 2 5 
— Crawford » 6 1 1 0 1 1 
Wood County. Marion Ve 0 0 0 1 ’ 
Montgomery—H. BE. Bierly, G. F. Ryder 3. arg roy a ro = aa * 
Fisslou—i, Kimbie, Home Banking 5....drg, Total ........ 15 7 8 12 45 
‘Plain—C. Shartensteien, ener Leonaru Increase rigs, 3. 
EB CO, Wecncccccdcicvovepecciccsecsccs cavoechOtQ Increase drilling wells, 2. 
E. W. Fowler, Hope Oil 6. Pamela cepneds anneal aa 5 Net increase new work, d 
A. Avery, oem <4 "Oijo Gil 3 pe Pee os H Canta Delphine 
Portage—J. ear Se Seer rg. 
Henry—J. H. Sherrod, B. Harding 4....drg INDIANA FIELD. 
J. Maxwell,L, D. Langmade AER drg 
W. P. Noble, A. G. Baldwin & Co. 9..drg ees 
Franks,. Sigh ate & deli on ” RoR and WELLS COMPLETED. 
Leap —M. Sweet, Leipsic -sand | 
M. Cock, Ohio Oil 15.........- ‘sand | Jay County. 
amese & Carlin, Onis Oil = Nekawids cee rig | Bear Creek—Waller, Tafel 1, 2, 3, 4, 5, 6.. abd 
Bloom--N. W. Gas, Ohio Oil 42, 44.......... dr, Ss. Umstead, C, Tafel 2, 3 abd 


rg | 
Middleton—T. W. Twining, Martin Oil 14.drg ' 


Ross—A, Diefenthaler, Ohio Oil 1..........drg i 





TORR cccvcccvevecssececcceaccconpoccscrscose 


Lawrence County. 


—  Busseyville—H. Carter, 
J. . Carter, Ophir Oil 3 ..ccccscccces 


Wells completed .........ccccscccccsceese ov 2 
Preguction —« .......6s< ddtbieandedvesadenas 10 


Morgan County. 
Cernel City—Betnon, Elk Fork 0.&G.1 6&8 
Estill County. 


| Irvine—Wilson, Meldren & Keating 12.... 150 
A. Q. Wilson, Meldren & Keating 13.... 500 
A. Q. Wilson, Meldren & Keating 14.... 150 
A. Q. Wilson, Meldren & Keating IF... 159 
A. Q. Wilson, Meldren & Keating 16.... 

A. Q. Wilson, Meldren & Keating 17.... 

Nancy Kelley, Meldren &Keating 3...... E 
Allen Powell, W. L. Parmenter & Co. 4. 3% 
Allen Powell, W. L. Parmenter &Co. 5. 50M 
W. J. Arvin, Gaines, Marcum & Neely 3. 10 
Edwards, Gaines, Marcum & Neely Na 100 
W. W. Henderson, J. T Hervey 10 
Dan Miller, Dr. Young 3 .............. 
W. M. Adams, LeRoy Adains Oil 2 1 
W. M. Shouse, LeRoy Adams Oil 3....... 12 
Walter Shouse, LeRoy Adams Oil 3...... 3 
J. F. West, LeRoy Adams Oil 4 
Christ Tipton, W. S. Raydure 16.. 
Christ Tipton, W. S. Raydure 17.. 
Christ Tipton, W. S. Raydure 18. 
Christ Tipton, W. S. Raydure 1J.... es 
Wililams & Co., W. S. Raydure 18 ...... 3 
Williams & Co., W. S. Raydure 19........ 

Christ Tipton, W. S. Raydure 20. 















Bratlin. White, Newton & Moore 4 19 
F. B. Russell, Frank B. Russell 5...... 
Russell & Hare, Russell & Hare 4...... 2 
Enoch Puckett, Puckett Oil 9............ 2 
Enoch Puckett, Puckett Oil 10............ 2 
Puckett hrs., J. J. Harsberger & Co. 4.. 2 
Sam Tipton, Wood Oil 14 .............00055 20 
Seat DIOR, Wood Oil V6. 2... .cocccccccccces 2 
J. M. Garrity, Wood Oil TE ie aia 25 
J. M. Garrett, Wood Oil 22................ 15 









Jno. Marcum, Root-Hupp 2. 
Jno, Marcum, Root-Hupp 3 
J. M. Garrett, Wood Oil 2. 
N. D. Wireman. Arco Oil 7... 
J. M. Stewart, Furnace Oil 1. «é 
J. F. Wagers, Carter Oil 2..... . W 
Hare-Young, Hobart Scott 14 . 


wm. Hamilton, Root-Hupp ME cass ck » 
Wm. Hamilton, Root-Hupp 13 waco. Sa 
J. I. Tipton, Root-Hupp ®& ... - Ie 
J. I. Tipton, Root-Hupp 9... re: 
Jno. Marcum, Root-Hupp 1 , 
.dr 


Sam Henry, Ohio Fuel Oil 1 .. <li 
E. H. Wilson, Ohio Fuel Oil 1. -drv 
Park tira, FF. BH. TYates &.........2. i 
i Wolfinbarger, Mullen & Watkirs 1...gas 
Chas. Cox, Bays, Oliphant & Riggs .drv 


2 


Chas. Cox, Bays, Oliphant & Riggs ae 
Jas. Sparks, Presto O. & G. 1............ 
Pleas Tipton, Edward H. Everett 10 








Pleas Tipton, Edward H. Everett ll...... 2 
Wm. D. Elliott, Reed Oil 1........... as 
Harve Gabbard, Gaines & Gaines 1...... 50 

Wells completed 

Production ......... 

BRED Se dacdccséceess 

Gas ..... cdienbieniticenadtebemtedseuasicassees 





Powell County. 


= | Aer Jae. Oaks, Dodds, Woodbury & 


MOP TE Sade stoacrciactegerudiddudedeussases 
Jno. Wise, Jesse Hazlett 1 ........... ease 
Perry Hall, C. E. Daughtrty & Co. 1. 
Perry Hall, C. E. Daugherty & Co. 2 
Perry Hall, C. E. Daugherty & Co. 3.... 
Jno, Kinzer, Root-Hupp 1 .......ccecsccce 
Sanford White, Wm. H. Hearne & “o. 1 
Sanford White, Wm. H. Hearne & Co. 2 
Sanford White, Wm. H. Herne & Co. 3. 2 












Wells completed .............- 
Production Sa 
Dry .ccoce Rdéuckéwschecvoescse JIT pahdteteeedace 


Allen County. 


| Scottsville—L. Richards, Snowden Brus. 4 250 


John Jones, Snowden Bros. 2............ 150 
John Jones, Snowden Bros. 3.............- 270 
J, Hornbuckle, Snowden Bros. 1.......... dry 
Chas. Tucker, Petroleum O. & G_ 3...... 9 
L. M. Marsh, Petroleum O. & G. 2........ dry 
Adam Grubb, Kern & Co. 2..........-2000 25 
WU MNGNE OMON, Be CO. Bi. ccc isccswscscovcces 25 






Bud Frost, Gooa Luck Oil 1... 
Burton, Republic Oil 1 ..... 


Graves, Alcoken Oil 2 ......... . 10 
Denton Reeves, Southern Oil 2............ 10 
S. J. Reed, Sneed, McGuire & Co. 1.... 3 
Co Re BOF ORE G on ccicscccccccacessscsces dry 
Willoughy-Porter, J. D. Read & Co. 1...dry 
I. &. Gag. TWerdena: Olt 2... ccsceccscvces dry 
Chas, Richards, Thompson & Co. 1...... dry 
Marion, Geo. M. Anderson l1...........++++- dry 
Reed, Scottsville Oll 1 .nccccccccccccccccess dry 
Wells completed .....ccccccccccscccccccces 19 
PPEROMOUIOUS <vecacaqeaseattcvevodssccecseseese 1063 
BME, ctdcdwldvecdddtesetececessesayesixnsvecsse S 
Lee County. 
| towee Sinking—Lee Oil 1 .......... eee eee dry 
, Canyon Falia—Arco Oil 1 ..cccccccccccccccces dry 
Wells Completed ...cccccccccccccsccccccces 2 
DOF coctcccscnsvetedecessnscoevccccscoscasecee 2 
Bath County. 

Olympia—T. Harrie, Bell & Davidson 1... 6 
T. Harrie, Bell & Davidson 2.............. 25 


Wells completed 
PPPRGMGIIOU Waccaseséuccccdenescaccsncescosece 3 


Johnson County. 





| Laurel Fork—Felix Fcrst, Albin, Ares - 


Metcalf County. 
Sulphur Well—Unknown, O. K. Oil 1 ...... 10 
Lincoln County. 


| Parlor Grove—Shuler, Daniel Boone O. 1.gas 
Albert Shuler, Daniel Boone O. 2......... gas 


Barren County. 
Glasgow—Russ Austin, J. M. Thompson 
& Co, 2 





daondad dye smduccedeeidces ees<aceeses 25 
McCreary County 
Lonesome Creek—Lonesome Creck O. & 
Lonesome Creek O. & G. 2 ........c00....,4FY 
WOTER GOMIIIOIOE | aes 5c scsnceccccsece, ane ay 
Production . one ae 
Dry  .eccece pdvcksabeasatecence 1 
Whitley County. 
5 Williamsburg—Raines, Kentucky Oil 2.... 69 
Miatat-Mese, Ba Co. 8 ccc icccscceevoccccse dry 








THE OIL AND 


GAS JOURNAL 


Thursday, 








42 
Oe “WORRIIROE | aise ccdckelcnSecvccecksuos 2 
PEE ccccreiveeuss praeesseuee mp > 60 
Dry 1 
Knox County. 

Payne Creek—Payne, Wilson & Sillmanl. 5 

‘ Warren County. 
Greencastle—Chenault Oil 1............s0000+ dry 

Greencup County. 
Russell—Bellefont O. & G. 1........eeeeeeeee gas 


RIGS AND DRILLING WELLS. 


Wayne County. 

Cooper—Shoemaker, Williams, Daugherty - 
Ce ee ee ee ee eye rig 

A. = Roberts, Wood Oil 26 ....... 
W. S. Duncan, Wood Oil 9... 
Jos. Marsh, Kendall Refg. 6. 
Burnett hrs., Geo. Smith 1..........00000 
Ste ubenville—Hughes, Porter & Jenkins ed 
Ozias Smith, Wood Oil 8 ri 
Parmleysville—Powers,E. G. Hogue 10.... 
Wm. Marsh, Marsh & Woodrow 14...... 


Total 


Wolfe County. 


Stillwater—C. Sample, Mountain Oil 5.... 
nae gy Terenerd -Coombs, Stillwater 





ae UP Dio ccubuelassubcsanabesobesbepebuabesse drg 
Hazel gE Rae ia Hollen O. & G. drg 
Wells Grilling .....ccccccccccccccccccccecces 3 


Lawrence Couniy. 


Busseyville—M. Crider( Ohio Fuel Oil 1... 
J. A. Rainer, Cat Oil 1 
H. C. Austin, Big Blaine O. & G. 2.. 
Wm. Savage, Big Blaine O. & G. 10 
Wilson Hays, A. J. Dalton & Co. 2.. 
L. N. Hutchinson, Ohio ae Oil 2 
T. H. Hayes, Ohio Fuel Oil 2... 
J. W. Carter, Ophir Oil 4. 
F. R. Bussey, Omar Oil 1.. 






Morgan County. 


Cannel City—Keeton, Ohio Fuel Oil 7.... rig 
8S. B. & Ida Whitt, Ohio Fuel Oil 7...... rig 
J. C. Benton, Elk Fork O. & G. 1........ rig 
V. P. Haney, Gray Eagle O. & G. 3...... rig 

Lennox—Logan Cooksey, Lennox Oil 1....drg 

4 





Total 


Estill County. 
rvine—A. Bd Wilson, Meldren & miecmnr 
19. 


Nancy reiiey, Meldrum & Keating 4, 5. are 
Allen Powell, W. L. Parmenter & Co. 6, 7.drg 
Meat. Puckett, Wood O 5 

Sam Tipton, Wood Oil 16 ..............55.- 
Houston Tipton, Wood Oil 13 ............ 

J. M. Garrett, Wood Oil 23, 24.... 
Pleas Tipton, E. H. Everett 12, 13.... 
Enoch Puckett, Puckett Oil 11, 
Hare-Young, Hobart Scott 15............. 
Wm. Hamilton, Root-Hupp 14 
J. I. Tipton, Root-Hupp 10 ................ 
Walace Barnes, Root-Hupp 12, 13 
McIntosh, Root-Hupp 17 ........-..seeee0+ 
Simp McIntosh, W. S. Raydure 11 
Til, McIntosh, W. S. Raydure 10.......... 
Christ Tipton, W. S. Raydure 21, 22, 23.. 
Williams, W. S. Raydure 20 
Dave Patrick, LeRoy Adams Oil 2...... 
J. J. Watson, LeRoy Adams Oil 2........ 
Jno. Shouse, LeRoy Adams Oil 6, 7 

Ww. M. Shouse, Le Roy Adams Oil 3.. 
E. P. Flynn, Presto O. & G. 1 








H. Cc. Stewart, Werner Minium 6, 7 
Wililams & Co., OS SS eS 

E. B. Scrivner, A. Knight 3.............. drg 
W. A. Alexander, Foster Oil 11............ drg 
Jeptha Tipton, Ban Co. 3B ..cccccccccccccesd drg 
John Russell, United Oil 2 ................ drg 
S. P. Marcum, United Oil 11 .............. drg 
A. M. Pasley, United Oil 19 .............. drg 
Beech Rawlins, Mitchell Oil 3 ............ drg 


Chas. Rice, ea & Yates 5, 6....drg 
B. Wililams & Co. 14, 15. drg 


T. W. Tyree, 
Sallie ma Neely Sty eee 


S. M. Maple Ohio Fuel Oil 5.............. 
S. J. Crawford, J. N. Heap & Co. 1...... 
J. H. Flynn, Parrish & Co. 2...... 
Sam Brinnegar, Hilis Oil 9, 10.... 
F. P. Russell, Frank B. Russell 6.. 
Bratton, White, Newton & Moore 5.. 
Cc. B. Moberly, Wilson & Neely 7.. ¢ 
J. F. McKinney, New Domain O. & G. 32. drg 
Puckett hrs., J. J. Harshberger & Co. 5.drg 
Isaac Henry, Estill Oil 1 
Dan Rawlins, Hillis Oil 8 .................- £ 
Henry Alcorn, New Domain O. & G. 10.drg 
W. W. Henderson, J. T. Hervey 11, 12. ro 
oS. F. Wagera, Carter O18 f ...cs.ccccoseses 
Simp Horn, Williams, Hare & — 3. go 
Dan Miller, Dr. Young 4 ‘ 

T. Powell, Gaines, Marcum & 
Jas. Dickson, Virgil Gaines 1.. 
N. D, Wireman, Arco Oil 8 







Wells drilling 


Powell County. 
ishley—J. Ashler, White & Huff 6, 7, 8. yd 
P. V. Drake, ORR: Soc concic cakes tee 
J. Wells, Dodds, Woodbury & Newell vars 
J. Oaks, Dodds, Woodbury & Newell 2..drg 


Macklin & Co., Wooster & Wason l....drg 
N. Rogers, Carl Dresser 1, 2 .............. rg 
Dave Harris hrs., Carl Dresser 1........ rg 
J. R. Townsend, Pilot Knob Oil 1 ...... drg 
Cc. Wireman, Beckett-Iseman 2 .......... rg 
W. Ike Morton, W. lL. Simpson 1........ drg 
Geo. Adams, R. A. Beatty 1 .............. drg 
S. White, Wm. H. Hearne & Co. 4, 5....drg 

Welle Graling ccccccccccccccccccseccccccccce 16 


Allen County. 


cottsville—Widow Lewis, Good Luck O. Ldrg 
Bud Frost, Good Luck Oil 2 .............. rg 
Martha Keen, Good Luck Oil 14........ drg 
Lon Richards, Snowden Bros. 5.......... rg 
John Jones, Snowden Bros. 4, 5............ drg 
Jos, Meredith, Long Creek Oil 1, 2...... drg 
Fisher, Republic Oil 1 ...............0sse00. rg 
Walker, Republic Oi] 1 ........cccseceeeees arg 


























a ON a TF Rea drg 
M. B. Crow, White Plains Oil 7 ........ drg 
Vv. A, Frost, White Plains Oil 15.......... drg 
Forest Spring, Douglass-Allen Oil 1....drg 
Ada Brown, Pittsburgh parties 1 ........ a“ 
Will Wyeall, Petroleum O. & G 1........ drg 
C. Reynolds, Tdeweke, — & Co. Ldrg 
Kittie Hinton, Southern OR 1 acoccene org 
Denton Reeves, Southern Oil 3.. bkxocwes: ee. y 
S. J. Reed, Sneed, McGuire & Co 2. arg 
fe TS ee aa .drg 
Link, Walker & Mayfield 1..... drg 
J. W. Agier, Aberling & Co. 1............ drg 
Overman, Turner & Overman 2 sebuonsen drg 
Wells drilling ..........sseee. eousbsebocten > an 
Bath Couity. 
Olympia—Hany, Bell, Davidson & Co. 3...drg 
Clark County. 
Littlebregrew—A. King, J. W. Henry L. od 
J. &. Thatcher, SB. C. Bion 1.....c0ccrceses 
Red River—Y. Merritt, D. D. Odenkirk & 
DO. DB sonccvcccenccescccnnovvcesccenscsnbesione drg 
WUE BN bin shina senbveasen panbexesebek: AB 
Metcalf County. 
Beechville—Mrs. Gaddie, Greenville 3.,... drg 
J. W.Kumand, Metcalf O. & G. 


. & 
Edmonton—A. J. Thompson, Perkins 0. “Larg 


J. M. Hamilton, Metcalf O. & G. 1....drg 
Sulphur Well—Sam Markham, O. K. O. Ldrg 
Welle Getting . cccccescccccee coscccesescsse 6 


Simpson County. 
Franklin—Peden Mike Holleran & Co. 2.drg 
Lincoln County. 


Parlor Grove—Albert Shuler, Daniel 
Boome Cll 8 cccccseces pSbeccnsess Soncosece dr, 
Hart County. 


= Creek—Bowden, Leonard & mesevereinn:” 


Barren County. 
mao ~ ty Second Austin, M. Thompson ee 
r 


Hiseville—Strader 
om Harston, 
Wells . drilling 


McCreary County. 


Lonesome yy af gare cepa oO. . G. 1..drg 
Omar O. & G. drg 





eee eereeeersessees seeeeeee . 





Wells drilling 


Whitley County. 
Wililamsburg—Gibbs, Brandon & Colilnsl rig 
& G. 1..d 




















Moss, Southeast Kentucky % rg 
G. W. Raines, Kentucky O. 38 ........... rg 
C. A. Moss, Whitley O. & G. 3. eesevecoe rig 
FTE | eccnbasdvesdubesbenetrsabeonss Oceereesee 2 
Wells BEUUIAT. oncpcceccovssnes seveccedcedse 2 
Total nccccccocccee booescoeseceesoce cocceee 4 
Knox County, 
Payne Creek—J. Payne, Wilson & Sillman 
Himyar—Dishman ‘& Pursfull, “Wilson & 
BRMAOR 1 nese cccccccsvccsevevscscccevescsoees 
Collins ‘Pork“Hiampisn, eae Cc. McDonald 
1 snvecccccccccccvccccccsccosccevceses rg 
Huntingshirt Greek—Central “Oil RE 4 
Calebs <<  ecnemneal Calebs, Kentiick 
Indian Creek—Jno, A. Campbell, Kennedy 
Se EEN. B pechstevscconccetssbesuescesstsd drg 
Wells drilling ............... PPrrr Tris) wesse OV 
Green County. 
Liletown—R, L. Mitchell, O. K. Oil 1....drg 
TENNESSEE FIELD. 
WELLS COMPLETED. 
Scott County. 
Glenmary—Millar Todd, C. E. & W. L. 
BNER, B. wendinnssctnvennccccsassyeuntevecener 250 
WRENS DOMENOIAS os cn ccvecanccsccccscnconss 1 
PRTAII on ve ccssnesevesscveseencescecsrees 250 
RIGS AND DRILLING WELLS. 
Scott County. 
Bugby Road—Pemberton, C. E. & W. L. 
PRE. Bnew cxacanconsbdcecinesivacnccwsesed F4 
Pemberton, C. E. & W. ie Russell 2, 3.. rig 
Geo. Todd, C. E. & W. L. Russell 1, 2.. rig 
Stonecipher, Cc. E. & W. L. Russell 1.... rig 
Williams, Producers Oil Co. of Tenn. 1... rig 
McCard, Fisher Oil 1 ........... Soesvesecos rig 
ate, epimeiia Nah Liidal sa cieey Sa 
Wells GrEIng ..cccccscccoccscoses ereccece 1 
TOCA] sescvccesceseccssvnces Ccecccccccccccoece 3 
KENTUCKY-TENNESSEE, 
Ss y of C leted Work. 
Feb. 17, Jan. *17. 
cr aes Prod. Dry. > Prod.Dry. 
Wayne .... 0 0 20 1 
Wolfe 5 0 H 0 0 
Lawrence .. 10 0 1 0 1 
Morgan ee | 5 0 0 0 0 
Estill ...... 57 3,081 7 83 =. 2,473 15 
—. oon 8 291 3 3 300 0 
= covces 19 1,053 8 1 0 1 
2 0 2 0 0 0 
Bath” > 2 31 0 0 0 0 
Johnson o 2 0 1 0 0 0 
Metcalf .... 1 10 0 0 Nt] 0 
Grayson ... 0 0 0 1 0 o 
Carter ....0. 0 0 0 1 0 1 
Jackson .... 0 0 0 1 0 1 
Lincoln .... 2 0 2 1 0 1 
Barren ..... 1 25 0 1 15 ® 
McCreary .. 2 20 1 0 0 0 
Whitley .... 2 60 1 4 110 2 
Knox ....... 1 5 0 0 0 0 
Warren 1 0 1 0 0 0 
Greenup 1 0 1 0 0 0 
Tetel ...< 195 4,596 27 100 2,918 m4 
Incree completed wells, 5, 


Increase new production, 1,678 bbls. 
Increase dry holes and gas wells, 3. 
Average January wells, 37 3-7 bbls. 
Average February wells, 58 37-39 bbis. 

















Increase drilling wells, 36. 
Net increase in new work, 39. 


ILLINOIS FIELD. 


WELLS “COMPLETED. 


Clark County. 





Prairie—A. J. Holmes, ——. -” 21. 
_ J. Holmes, Fisher Oil 22 

J. Holmes, Fisher Oil ee 

y A. Biddle, Ohio Oil 13 . 

L, Athey, Watson & Co. Gate 

J. M. Brown, Tyrell O. & G. 6... 

S. J. Culver, Associated Prod 1 


Montgomery—J. D. meee, Senitn Bros. o 


P. Goodwin, Prim Oil 2 

Honey Creek—Fred Rich, Ohio Oil 4 . 
Geo. Roderick, Thos. Flynn 
H. L. Parker, E. J. Wheeler & Co, 2.. 
G. N. Rickey, Craig & Lowrie 8.......... 
J. A. Laskey, Craig & Lowrie 3 bhi 
a. DD; Reaville, Phipps & Co. 1.. 
Fred Maxwell, McNally & Co. 
Thos. Wesley, Ohio Oil 4 ..... 
Henry Allison, Selby & Cisler 

Lamotte—Fox hrs., New York Pe ¢ 


3 


Wells completed 
Production . 
Dry 
Gas 






Lawrence County. 
Dennison—S. J. Gee No. 1, ate Olt 38.5... 
R. T. Gillespie, Ohio Oil 
Wm. Gillespie, Ohio Oil Ae 













RIGS AND DRILLING WELLS. 
Clark County. 





ty pmccegtioee Emrick, J. I, Campbell & 




















Summary of New Work. 
Feb. 717. Jan, "17. 

Rigs. Drg. To’l. Rigs. Drg. To’l. 

WAFERS. cscccess 3 6 9 2 3 5 
Wolfe 0 3 3 0 3 3 
Lawrence 3 6 9 4 2 6 
Morgan . 4 1 5 2 2 4 
Bstill 0 70 70 0 52 52 
Powell 0 16 16 0 5 5 
Allen . 0 2 aA 0 27 27 
Lee .... 0 0 0 0 2 2 
Bath ... 0 1 1 0 2 2 
Johnson 0 0 0 0 1 1 
Clark ... 0 3 3 0 3 3 
Metcalf . . 0 5 5 0 3 3 
Simpson . enanses: @ 1 1 0 1 1 
Lincoln 0 1 1 0 yf 1 
Hart .... 0 1 : 0 1 1 
Barren 0 3 3 0 1 1 
0 2 2 0 3 3 

Whitley 2 2 4 1 3 4 
Knox ee 7 7 0 0 0 
Green . - 0 1 1 0 0 0 
Tenness 0 0 0 0 1 1 
Total w.corcee 12 153 16 . nT 4-22 

Increase rigs, 3. 


nbup eeaeboandeans sh snes cbs venesb0< anne ry 

Casey—King Est., ‘Geo. ‘EL Stahr & Co. 10. 8 
Zora Shawver, Paul Kuhn 2............... 26. 
A. Johnson, Paul Kuhn 1..... 10 
A. Johnson, Paul Kuhn 2... 10 
oe Langle, Paul Kuhn 3 ......... 5 

. F. Kimlin, A. M. Myers & Co. _ Were 
s McDaniels hrs., German Nat. Bank 15 8 
Martinsville—H. H. Gallatin, H. H. Galla- 
RERLECI OF Ulnar skvannkacsacbenblataaacsees she aba 
G. W. Carper, Wm. Sn eT Re ba 
Cc. L McFarland, First Nat Bank. 
GREET © ccvcsccvccvcsscccssucccccosevescsoseces a 
WHOIS COMP ICION. osiivcnnercsncsccacess 8 
Production ........-.00+ 61 
Oy eee 2 
Abandon WL esbapocabeupetasveckonescsascnaes 5 
Crawford County. 

Oblong—C. E Henry, Abbott & Bruner 8.. 1 
Chas. M. Stifie, Associated Prod 4........ 24 
E. V. David, Wm. C. Kennedy 11 ........ i 

Martin—J. H. Wasson, Frank McNeai 16.dry 
Cc. P. Cariton, Mahutska Oil 15............ 30 

Robinson—Barrick, Associated apes 3.. 100 
J. P. Coulter, H. C. Ferriman 2.. oie ee 








Coreecccccccecccccccesccccccecccccccesescs 1 


E. H. Shuey, Ohio Oil 13 
Cc. H. Buchannan, Ohio Oil ee § 
E. J. Seed, Big Four O. & G. 26.......... 15 
Laura Gillespie, Big Four O. é eh 40... 50 
oa came Associated Prod. 2...... Lary 
J. Lingenfelder, Kewanee O. & G. 21.¢ry 
canteen. Irwin, Ohio Oil 13 ...... dry 
P. M. O’Donnell, Ohio Oil 1 ......... .abd 
M. Kirkwood, Ohio Oil 13 ... abd 
Petty—H. Stallings, Kewanee O. & 60 
Wells completed Soha seers es 11 
gpemare ence suonchervesncseees sd es so0'ss'e 230 
Pee e eee. + Cee eee eee eee ee eee eee eee eee a 
Abandoned ScaGaUhe Cay su cdhewssusbebestnays< 2 
Marion County. 

Sandoval—Peter Zimmer, Southwestern O 
GSES. ccsbwyseshubsksncsenacsebenbiawesssss¥ abd 
I. eanest Southwestern O. & G. 1... .. abd 
Wm. Dean, Southwestern O. & G. 3. 6..abd 
Fred Shaffnit, Southwestern O. & G. 3..abd 
Abandoned ........-- cece eeeeees edecodcnsons 5 

Wabash County. 

Wabash—Sam Hershey, Mt. Carmel Oil 2.dry 


ie 4 Mg peoenhel -White, Mensinger, Davis 
d 


Elizs *Hougthon, Ohio Oil” st TY 
Alva Bigxe. Ohfo Oil 23 ......... drg 
Casey—R. E. Straten, No. c% “Ohio Oi1 15: .drg 
Johnson—M. A. Smith, mm & WW. 
MoGiumphy. @ Co. BD... 6... .sviceccscccsccces 
Martinsville—Wm. Slater, E. E. Chrysler 
B GO. 1 cocccsccseccccvcccccses Peauehwhesaease rg 
Wee MI sips ce oninssccdensnecescsnaes 6 
Cumberland County. 
Union—F. Lacy, Ohio Oil 11, 12....... ese ends drg 
A. W. Lacy, Ohio Oil 14 ..............0005 drg 
Wells drilling ............ Spe a ae +e 
Crawford County. 
mea. gi aces Dee, A. T. McDonell & 
Poem eererseressaseeresereesessees r; 
Manteo” Martin, Ohio Oil 9......... vacate ame 
G. =! Jones, Ohio Oil 3 .......... ..drg 
Cc. P. Carleton, Mahutska Oil 16.. ..drg 
J. H. assen, Frank McNeal 17 .drg 
S. Lamb, McNeal & Miller 4.............. drg 
Chas .Stewart hrs., Wm. C. Kennedy 10. are 
H. Martin, Kewanee O. (is ih I shaeees drg 





ge P. Coulter, H. C. Ferriman vane 

Cc. Barrick, Associated Prod. 4........ 
Margery Connors, Ohio Oil 2......... evees 

J. Culver, Associated Prod. 14.. 
LbrkiaecOmebber Payne, Terrain Oil 6. 
Prairie—R. A. Biddle, Ohio Oil 14.......... 
Montgomery—C, Goodwin, W. L. Curtis sane 
im ky R. Fife, Laughner Bros. & Co. 4..drg 
Sager, Thos. hie Ne St bas tecares as 

Fred a. oh he 8 eae 
Honey Creek—Henry Parker, “Ohio Oil 68: are 





G. B. Lawrence, Ohio Oil 6...............- rg 
. A. Midgett, Ohio Oil Sy je drg 
Reed Foxworthy, Ohio Oil 2 drg 
wary Hoke, Ohio Oil 15 ...... rig 
C. L. Petty, Ohio Oil 11 ............ rig 
G. Lawrence, C. Hatfield 1................ — 
D. Dunlap, Ui SI Benkadaatbackscas take 

S. A. Longnecker, H. D. Barker & Co. are 
C. 8. Jones, Ray R. Irwin 3..............4- arg 
Armand Hull hrs., Ambraw Gas 4...... drg 
H. N. Rickey, S. Everett & Co, 2......... rig 
paerioan Parker, Craig & Lowrie‘8...... drg 


J. D. Keaville, Central Refg. 4 
Mary E. Liston, Silurian Oil 2.. 





Walls “drilling 122; 





TOUR 2 cricesecotes Shiedudebhmabeteesdbobusenien 
Lawrence County. 

Dennison—J. J. Gould pee 2, Ohio Oil 6..drg 
p Ae a OR Roe: drg 
J. W. Perry, JUG APL Dccesavecesnncs nccees drg 
Wm. Seed, Ohio Ol) W.....ccccccccicecceccs drg 
Jno, Mieue»r, Ohio Oll-10....000ccscccnescecd drg 
Lewis K. Leighty, Ohio Oil 51............ drg 
Theo, F. Leighty, Ohio Oil 12............. drg 
C. Ta, Bawenett, Onis Ol Ws). ocsoscccecoosek 
L, A. Vandermark, Ohio Oil 10 Ja 
Cc. E. Buchannan, Ohio Oil 14 . Tig 
Laura Gillespie, Big Four O. & G. 4. . rig 
John Payne, Perry Andrews l1............. rg 
E. K. Gillespie, Progressive Oil 3........ drg 
Geo. K. Leighty, Leighty Oil 12.......... drg 
F. Betholomew, Central Refg. 4.......... drg 

Lawrence—Wm., Parks, Parks O. & G. 8.drg 

Petty—A. R, Applegate No. 1, Ohio Oil a9. dre 
Perry King, oe te Sry eye e 4 
Perry King, Ohio Oil i Wiiesbesiesacaenes 

os a Cc. Cullison, ee Oil 10.. Pid 

We. BOveren, ORD ON Thi. oiss cnccssecet Se 


Geo. J. Stultz, Indian Here, RS 
Bond—G. W. Crawford, Curtis & Mason 1. ae 





Total 


Clinton County. 
Irishtown—J. Kiser, Flat ee wae 1..drg 
P. O’Neil Est., Hay Henley & Co. 1.... rig 
a 5 pcre Bros., Carlyle- Belleville 


Supabynescehseee cies swexdiee Ue xeon snevaense 1 
Wells | pre ee errr, Ore} «- 28 
TIMED | knvevecccivcensccsnceektsveesses eescovere 4 


Marion County. 
Sandoval—Benoist, Southwestern O. & G. 


cates shan bs 'cehaabeas Shaan eeekds teaeweabbe 1 
Wells GEMAIIOM. 65.0 chs patoke seek atcaeeopapseas. 1 
OPEN: aus nasusccknuW ccc ceeneGudeanns eh acabeeen 2 

Wabash County. 

Wabash—P. Schafer, Sian O. & G. 1........ drg 
Fred Halston, Andrews & Co. 1........... drg 
Lucie Courter, Allendale Oil - Se drg 
Tracy heirs, Allendale Oil 1.. coececslte 





Wells drilling 
Saline County. 





Stoneport—J. H.  ieosed Ohio Oil 1.. dre 
WAPSD,. TRIS GE Bevescivccpeccctacstndeeceies d 
Wella Grieg ~secccsccccccccsccs 
Perry County. 
Duquoin—Sec, 24, Ohio Oil 1........ édeensend drg 


ILLINOIS FIELD. 


Summary of Completed Work. 
Feb. 717. Jan, 17. 
at Ws ag Dry. Comp. — Dry. 


i 5 
469 


ty Bey 
Cumberland } 
Crawford .. 26 
Lawrence . de 
Wabash .... 

McDonough 7 
Hancock 0 : 


Coles 
Total 45 790 17 
Decrease completed wells, 20. 
Decrease new production, 375 bbls. 
Increase dry holes and gas wells, 3. 
Abandoned, 12. : 
Average January wells, 221-3 bbls. 
Average February wells, 27% bbls. 





coormecn 
mB] pewKanmoo: 


Summary of New Work. 

Feb. 717. Jan, ’17. 
Rigs. Drg. bi Rigs. Dre. To’l. 
CRORES scccesioces 
Cumberland .. 
Crawford ..... 
Lawrence 
Clinton 
Marion 
Wabash 
Saline .. 
Perry 
Total 
Decrease rigs, 2. 


Decrease drilling wells, 3, 
Net decrease new work. new work. 5, _ > 


MID-CONTINENT. 


OKLAHOMA. 


WELLS COMPLETED. 


Washington County. 
3-25-13, Longbone, Cobleigh et al 6..... : 
4-25-13, Holland, Halfmoon Oilke7.......... 
26-26-13, Armstrong, New York Ha. Oil * Ft 


Bao! 


19 





Bl Lt el 

Sl oococorHrH aoc] 
A] proron rok Brent 
Kl perenne BB ar 
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4-27-13, Neeham, ern Ol evel 10 
7-26-13, Karie, Nat. Oil & ah ees 10 





18-27-13, Requa, Tidal Oil 7........ 
8-26-13, White turkey, Nat. oil i- Dev. "32 2 





4-25-13, Holland, Wolverine Oil 16......... gas 
31-27-18, Studdarth, Lewcinda Oil 7......... 

25-27-12, Gilchrist, American O. & 15 
8-26-13, Whiteturkey, Nat. O. | Dev, ii.. 

25-28-12, Heath, Maxwell et al 9........ 15 
38-28-13, Parker, Eastern Oil Ae 75 
33-28-13, Parker, Eastern Oil 7 10 
33-28-13, Parker, Eastern Oil 8.... 10 
33-28-13, Fee, Ebelrng et al 9........ onan 
33-28-13, Reily, Prairie Oil & Gas Bcc as 
23-25-13, Keyes, Harkins et al 4............5. 5 
14-28-13, On fee, Holm et al 1............66 10 
7-28-18, Cockran, Wolverine Oil 1.......... 15 
7-28-13, Proctor, Tidal Oil 1. iediecweena sae 
6-23-13, Wilson, Davill Oil 10. Guia sheewncnaae 15 
4-25-13, Holland, Wolverine Oil 7 oo. Bas 
26-26-13, Adams, Prairie Oil TOR FR cices 

5-25-13, Yann, Brokers Oil 6............se00 10 
36-27-13, Fee, Cora Explotation 15.......... 30 
25-27-13, Whitetarkey, McNeal & Johnson3 1¢ 
14-28-13, Fee, McPherson et al 3 -10 


Ski 
Bis 
ee 
PS 
Q 

2904 
Br 
ails 
aa 
ge 
os 
25 
Ho 
29 
a 

om 





32-28-13, Parker, Swastika Oil 18 } 
15-26-13, Hartness, Straight et al 1.......... gas 
15-26-13, Bean,Tyler et al 1.. so sasnnehens ee 
27-28-14, Gray, Leach et al 1....ccccccseceeees 20 


save eae 
Production ......... eddeqecedoctedconccasgece GEN 
D See: 





Bird Creek, Vera. 
29-21-13, Turner, Wolverine Oil 4..... 
1-20-12, Collins, Boesche et al 2......sse0- 
1-20-13, Washington, Tulsa Fuel ican 





14-20-13, Twist, Tidal Oil 16..........sseeeees 

19-20-13, Loyd, Producers Oil 4.............+++ 

11-20-14, Watson, Sabine Oil ¢ re 2 70 
2-20-14, Nichols, Edgar Gag 3.........+.+0+++ 20 
$2-21-12, Gillespie et al 9........ Ghineetaieasee 10 
9-20-13, Fee, R. W. Kellough 1....... ee 
17-21-18, Keith, Savoy Oil 6........-.seeeeees 12 
29-21-13, Fee, Cherokee Oil 13............++++ 10 


21-21-13, McClain, Duffield & Howard ei dry 
11- 2-14, Neilson, Sabine Oil & Mkt. 4...... 
20-20-14, Archer, Krammer et al 2...... 









36-20-18, Fee, Liberty National Bank 1l....dry 
Wells completed ......seseeeee jaccebauceus 15 
Production .......ccccece Nececccecedeceoeses 240 
Pe SS ene A Sass Pe ECT TOTO 

Cherokee Shallow Sana. 

16-28-15, Estella, Cal Oi] 1...........e..sseeee ae 

8-28-15, Wallingstick, Banowetz et al 2.. 50 

3-26-16, Mackey, Stiz, Cook et al 2.......... * 100 

23-27-16, Necomb, Green OE SR ee 8 

24-25-16, Bymington, Lutz et al 3.. a 

15-26-15, Riley et al 1........cseeeee- 10 

3-26-16, Painter, Sitz & Glass 6 -- 100 

15-26-16, Riley, Mohoppy Oil 3........ ee 

18-24-17, Simpson, Mallory et al 4............ vi) 

22-24-48, Clamkhead, Hutchinson et al 1.. 5 

1-24-18, Crew, Bills GE. BD Bocce sccnsicecvccccs 

18-24-17, Levine, Mallory et al 4............ 1b 

18-24-17, Braley, Nowata Nat. Bank 3...... 5 

5-28-15, Gourd, Shuflin et al 1...........+.- 200 

27-25-17, Fee, T. B. Gasoline 25...........+++ 

21-25-17, Fee, T. B. Gasoline 26.............. 5 

£3-24-16, Hall, Cabin Creek Oil & Mng. 12.. 5 

23-24-16, Fee, Cabin Creek Oil & Mng. 9.. 5 

14-25-14, Edwards, Campbell et al 6........ 25 

21-26-15, May, Wiser Oil 7....cccscccsccsceees 50 

28-26-16, Journeycake, Southwestern Pet. 4 4 

28-26-16, Journeycake, no ea ea Pet. 5 40 

3-25-16, Coler, Braman et al 1.............. 2 

4-27-15, Compton, Ideal Oil 4.........++..-- 5 

8-28-15, Walkingstick, Banowetz et “> 2.. 60 


16-28-15, Swagee, California O. .dry 
Near Nowata, Reinhart, Ohio Cities O. 6 ‘50 
11-26-15, Stout, Kano Oil 1....0..-..eceeeeeeee 50 
23-25- 16, Standard, Producers Oil 3 katadeiwen 0 
228-15, Mackey, Neil Johnson et al 3...... 10 
-26-16, Bailey, Warner et al 3...........++ ae 
-26-16, Bailey, Warner et al 4..........+. 
-24-16, Fee, Cabin Valley ae oF Meee 
-24-17, Fee, Alluwee Oil 14...........seeeees 
-2%-17, Fee, Alluwee Oil 15 Per 
-2A-17, Fee, Alluwee Oil 16. 


% 2 1010 83 Oo Oo 





10 

0 

10 

10 

18-24-17, Dye, Mallory et al 5... 10 
10-24-17,.Danneburg, French et ae 10 
10-24-17, Danneburg, French et al 4........ 4 
10 

10 

10 

10 






10-24-17, Danneburg, French et al 6........ 
18-25- 15, Hale, Roxana Pet. 2 ...ccsccsseses 
8-24-18, Walkingstocks, Johnson et al 2.. 
8-24-18, Walkingstick, Johnson et al 3.. 
%A-B-14, Sanders, Whitehill et al 8....... ° 









21-26-15, May, Wiser Oil 6............ 
10-25-16, Bowman, Carvin et al 7.. 
10-25-16, Bowman, Carvin et al 8. 
3-26-16, Painter, Roop et al aeee 


Wells completed .........ccccceccccccceces 
Prodution  s.cocccccccecssocces ea 
D 


’ Ounge District. 


9-20-12, Winona Oil 2 .......... eeeaeewaces® < 
17-20-12, Tidal Oil 1 ...........- 

4-21-10, Barnsdall Oil 12 ......... 

5-21-10, Toxaway O gabvaawabukwces? 
ee ok Bt CCP Cee PERCE er 7s 
SRRE-90 PORES (GOR. Lon cciskocseiccccccutscens 
10-25- 9, Lyon, Paekhuska Oil 

19-25-11, Lot 284, Manhattan Oil 23 
30-25-11, Lot 285, Foster et al 7......... é 
24-27-10, Whiting Oi] 36 .............ceseseeee 


25-25-10, St. John, Barnsdall Oil. 7 


20-25-11, Lot 284, Manhattan Oil 20 
15-20-12, Lot 110, Acadia Oil 5......... 
9-20-12, Lot 107, Barnsdall Oil 1 30 
7-20-12, Lot 109, Tidal Oil 6..... 12 
22- 12; Lot 112, Kennedy vo e at oe 
34-29-10, Indian MPO th Bose aces haces dry 
34-29-10, Indian Ill. O. & G. 2........ peaeag --gas 
34-29-10, Indian Ill. O. & G. 3 Fudan hones Kea! -gas 
7-26-12, Lot 36, McGraw et al 12........ -. 50 
33-20-10, ‘Winona Oil 3 ............00 nee ketone 
4-21-10, Barnsdall Oil 13 ..........ccceeecees 100 
9-20-12, Winona Rd bend bana taagebea desma ts 
2°S8-10,; WARAP OUD vecccccccssvccvcscce coco GlY 


27-24-11, Rucks, Prairie. 0. Me: GMB siccsc.... Te 


2-2-1, Rodman, Manhattan Oil 58........ 5 
19-25-11, Lot 284, Manhattan Oil 24.......... 25 


17-%-17, Lot 61, Manhattan Oil Popninioeny 
8-23-12, Parrier, or Oil 


4-21-10, Barnsdall Oil 12 ..........ssc00.0e. 
1-22-10, pT Re Se Sa rr 
12-22-10, Edgar Oi! 3 .... ee 3 
25-24- 9, » Oe Winona Oil 4......... exeee 

ildcat, te aa al 10 


, Whiting Oil 38 .......0s00000 
Wells wel casuduesotacséee «es 





Pawnee County, 


. 2 
McFarland, Masterman et al 
Helmick, mar Pet. 


5 G. 
, Reinhardt, Republic 0O&P. L. 
, Oil 23 
18-20-13, Haviland, Minnetonka Oil 
20-21- 8, Jones, Prairie O. & G. 32. 


aeeeee see eesereees errr! 


eovcecccccces se eeescees eecccccece 215 
sees . 2 
eoesccccccccecs 6,000,000 


Wells Elon eee 


Gas ... oacke 
das production . ee 
Cushing-Shamrocx. 


, Manuel, Sinclair O. 
Dirresaw, Prairie O. \ 
Producers Oil Ss 


” Bagile, Cosden O. & G. 4 ‘(apr.) 
28-17-T, Keyes, Tidal Oil 12 ..... 


ff avis, 
7, Scott, Prairie O. 
28-18-7, Moffet, Sinclair 
28-17-7, Keyes, Tidal Oil 1 
33-17-7, Denson, Sinclair 
34-17-7, Rentro, Cosden 
22-17-7, Barnett, Cosden 
22-17-7, Barnett, Cosden 
15-17-7, Rentie, Cosde.a 77 
15-17-7, Cole, Cosden O. & 
22: Sa 


2%-17-7, Bagle, Cosden O. & G. 6 


10-16-7, Chastain, 
23-17-7, Blair, Cosden 


22-11-7, Fife, Tidal Oil ie 
27-17- z ‘A. Sawyer, Cosden 0. & G 


eer, Chastian, 
Gypsy Oil 1..... nedudexeene 
i. 2 


Paras, Cosgen. O:. &:.G.. Tocceseceescs 
, Sott, Prairie O. & G. 
Prairie O. & G. 19 
McIntosh, Sinclair O. & G. 2 
Lanpham, Sinlair O. ‘* G 








28- “17-1, Carter Oil 1.. 


7 West, Prairie O. & G. 
2-19-7, Balboa Oil 1 


33-17-7, Brown, Slick Oil 
Wells completed .......... AG PR re 









Tulsa, Glenn Pool, Wicey, Keilyville. 


34-17-14, England, Carter Oil mie 
35-17-14, Clinton, Ross & Greis 4 


2-16-14, J. Deitrick et al 10 
ana Jones, Cox et al 1 


Tiger, Robinson et al 2 50 
Crow, Markham & W ise 7 (dpr. *) 100 
7 


Collins, Terril Oil 2% 


aE 


21- -1- -13, Sanger, Cosden O. & 
, Sanger, Sinclair O. & G7 
’ England, Sapulpa Ref. 4.. 
Clint, Ross & Gries 1 


Bunger, Rogers & Cox 5. 
, Bunger, Rogers & Cox 10 
, Bigpond, Tuxedo Oil 
, Barnett, Redd et al 4... 


1 
Sanger, Franchot et al 6 


ond, Constantin Ref. 2 
Daniels, Wilcox et al 1 
E. B. George 1 
United Producers Oil 3 


Anna Fee, Gypsy Oil 7 
Cleary, Bosche et al 6 
, Yellowhead, Bruner Oil 6 
Yellowhead, Bruner Oil 
Peryman, Gypsy Oil 
Burke-Hoffield Oil 
: 1 


35 
33-17-14, Paro, Chase et 


32-18-15, Luster, Olson & Webster 
29-18-15, McHenry, 


Stanwaithe, Producers Oil 1 


6-13, Jefferson, Dunlavey et al 5 
-16- 14, . eee McDonald et al 3 


35-18-12, R. Perryman, Prairie O. & G. 2.. 
35-17-14, Clinton, Sinclair O. G. 2 

27-17- 14, Galbreath et al 2 
2-16-10, Fee. Scott et al 1. 








36-18-12, Parks, Tribes Oil 2 
10-16-14, 


33-17-13, 


8 
5 
o 
1s? 


18-17-12, 
35-16-13, 


2-16-14, 
6-16-14, 
7-16-14, 


32-16-14, 
23-16-14, 


1-16-13, 


27-18-10, 
23-18-11, 


19-18-13, Fee, 
32-17-11, Smith, Robinson et al 10 
23-17-14, Smith, Wilcox et al 1 
36-19-11, Johnson, Marsh Oil 
20-19-12, Perry, Wright Producing 
19-18-13, Wilcox et al 1 

20-18-12, Carson, : 
Johnson, Liberty O. & G. 

4-17-14, England, Carter Oil 

17-17-13, Crosby, George et al 
23-17-14, Porter, Gries et al 


35-18-12, 
3 


Wells completed 
— ° 


Wells completed 
Production 


Dry 


Gas production 


1-14-13, Renties, 
8-14-12, Grayson, Kimberley 
24-14-12, Berryhill, 
22-14-11, Thompson, Lyons et a! 
13-14-12, Berryhill, i i 


Wells completed 
Production 


Dry 
Gas 


Gas production 
Okfuskee, 


9-11-14, 


29-12-12, 
33-13-11, 


5-12-13, 
3-12-17, 


30-13-11, 
29-12-12, 
29-12-12, 


Wells completed 
en 
Dr 


v 
Gas 
Gas 


2-15-14, 


22-15-14, 
26-15-14, 
10-14-14, 
- 10-14-14, 
, Corbray, Joly et al 5..... 
25-14-14, Grayson, Black et al ; 
21-14-14, Green, 
23-14-14, 


Galbreath et al 1.... 
ny cg Wiad Corp. 


4 Willams: Sennen & Gries 2 
32-17-13, Wililams, Cosden & Gries : 
ae Sampson, Cosden & Gries 1 
, Sampson, Cosden & loo ) eee 
’ John Markham, Jr. 1...... 


1 
Keefer, Beard * al 4 


; Wililams, Sinclair 0. & R. ! 
‘ Geeoe a eee O. 


Craig & Sherman 1 


Ricketts, Sinclair O. & r:% 
Harrison, Reno Oil 5 
mith, Bartlett Oil 


pn OE a ee 
Brenner, Queen City 
:_ SR Ne TS dry 


Wells completed 








Jones, Cox et al 1 
Risch, McDonald al ; 
, McDonald et al i 





i Smith & Cline 1 
Miller, ‘Alta Oil 4 
‘ Clinton, Sinclair O. & G. 


Brown, Cameron 





Kansas Natural Gas 1. 








Okmulgee- Morris. 
Lamb, Cosden & 
Lamb, Cosden & 
Clark, Cosden & ee 
, Clak, Cosden & Aiken 9 
, Hayden, Cosden & Aiken 3 


, Miller, Cosden & Aiken & 
, Miller, Cosden & Aiken 





. Kimberly et al 1 


Scott, Pierce Oil Corp 3............ 
2, Gibson, Kimberly ee 


» Kansas Natural Gas 1 
a" Platt Oil ul 


Newman et al 1. » Ross & Ze eler 1 
Morton, Gypsy Oil 1... 1 

Haynes, Wigton et al 2.. 
. Lovett, Barbara Oil 


Clark, Cosden O. 



























asbury, Jorn Long 1... 
’ Rankin Drilling 4 
il 12 


, Caney River Gas 1 


, Oklahoma Producing §& Mid-Continent Oil 1 





Buckley, Cosden O. 
3-13, McIntosh, Barbara 


37 
SPS EER OEE PETE 875 


Wells completed 





Duluth-Oklahoma Oil 





Wells completed 


Healdton-Carter Courty. 





ree 
Roo 
ta 


Rockland Oil & Gas 2 


es 


? 
x 8 
YPewwoe 





m2 88 83 83 £3 BS 





Wells completed 
GURL L Neate Ci wens deeererehesas 1385 


esas ait sestetsseseteseser: .£0,00 
Bald Hill-Boock 


Anderson, Solander Oil 


Sinclair O. & G. 26-18-5, Home Gas 3 


36-19-5, School land, = 

13-19-5, New England Oil & Gas 
Garfield County— 

24-22-4, Beggs, Champion et al 3............ 

23-22-4, Murphy, Sinclair Oil & Gas 1 
Pontotoc County— 

26-5-8, Daugherty, 





Hulsey, Springfield O. & | 
, Brady Bend Oil 7.. 
Wright, Springfield oO. % 


agn 
30-14-14, Sperry Oil 
2-15-14, Anderson, Solander et al 1.. 
22-15-14, Jones, Sinclair O. 2 ae 
26-15-14, Robertson, 
28-14-14, Andy, 
10-12-12, Rebol 


John Markham, Jr. 


nl ee aR DS Sati i, 
hg Sn el Slee hnhae SOR) 1. SMI asshsina sucha shevexnecvesennriceseonveras, 
33-15-12, Roberts, Barber Oil 3 
30-15-14, Rentie, 
10-14-14, Stevens, 


RIGS AND DRILLING WELLS. 


Washington County, 
32-26-13, Keefer, Huling et al 2 


Lucky Tiger Oil 2.. 
B eee 


10-14-14, Stevens, Barber et al 6 
22-14-14, Wright, 
10-14-14, Stevens, 
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2%-2%-13, Armstrong, New York-Okla Oil 6.drg ; 22-20-12, Kennedy Bros. 1 .........+.+e+0+ -.--Grg  65-18-7, Yargee, Bermont Oil 4.........0.--.drg 35-17-14, Clinton, Sinclair O. & G. 3........drg 
5-25-13, Holland, Brokers Oil 1.............. Grg | 9-20-12, Winona Oil 1 .......cccceeecereeeeee drg  3-18-7, Jimsey, C. B. Shaffer 1............ rig | 34-17-14, Pormosky, Sinclair O. & G. 3, 4, 6.drg 
4-25-13, Holland, Wolverine Oil 10.......... drg | 9-20-12, Barnsdall Oil 1..... ...drg 26-19-72, Kaw Petroleum 1...........ssseeeeeee drg | 34-17-14, Pormosky, Sinclair + & G. 6.... rig 
20-26-13, Starr, American Oil 11............+. drg | 30-21-12, F. A. Gillespie 2, 3 ....... ...drg 35-19-7, Kaw Petroleum 2, 3........+++. ces —S Allen, Wilcox et lS. coctociavende SE 
7-26-13, Bixler, Smith et al 10............+. drg | 33-21-12, Southwestern Pet. 13, 14...........- drg %4-19-7, Doolin, Kaw Petroleum 1..... seeeses drg -16-11, James Gas 11, 12.....ceeeeeeseeeeeees OPS 
35-26-13, Osage, New York-Okla Oil 3......drg | 31-21-12, F. A. Gillespie 4 rig %3-19-7, C. B. Shaffer 1........+-s++++serereees drg | 26-16-13, Dunalevy et al 6..-.--.0c.-.++0.+-G°8 

97 ¢ , Saat, Mites, Ue ee ee , arene ean tet Gece adi ee 2-19-7, Balboa Oil 2.. -drg | 13-16-13, Tecumseh, Prairie Oil & Gas 4..drg 

29-27-13, Knight, Mid-Con. Pet. 1............ drg | 20-12-12, Osage & Oklahoma 223 .........+++ arg 3-49-7, Uncl 7-16-13, S 

y -19-7, cle Sam Oil *e .drg , Sango, Hubbard et al 1 «arg 
6-26-13, Wilkerson, Lewcinda Oil 3........ drg | 30-12-12, Osage & Oklahoma 224.............. drg 3-19-7, Wilson, Harry Culb son drg| 4-16-13, Buck, Petroleum 18 rig 

17-29-14, Crosby, Continental Oil 6 9-23-8, Sinclair & Okla P. & R. 16, 18, 19, ; : "5 Siali -16-12. } *: . 

z , , 33-19-7, Harjo, Producers Oil 4, 5....... ..-.-drg | 1-16-13, Wrightsman et al 1 et ie 

17-28-14, Holland, Roxana Pet. 10 ... TR; De vceknusssd tees sisthevesckeone arg 33-19-7, Harjo, Producers Oil 6..........-+++ rig | 32- Boadway Cosden & Grie a 5, 
17-28-14, Scott, Straight et al 2.............. 9-23-8, Sinclair & Okla P. & R. 27, 28 ...... rig 10-16-7, Chastain, C. B. Shaffer 2, 4........ drg Ds pan toacdeusdaveneoesebeneneye Maes 
$-27-13, Sec. Nat. Bank, Fetzger et al 12..drg | 8-23-8, Sinclair & Okla P. & R. 23, 26, 30..drg  10-17-7, Fox, Cortez Oil 15..........seeeeeeees drg | 32-17-13, Williams, Markham et al 2, 3 * 
36-27-13, Fee, Cora Exploitation 16.......... drg | 36-24-8, Foster & Davis 7, 8 ........csecseeees drg 33-19-7, Ellis, ree | Be rea drg Fe SRR See drg 
26-27-13, Fee, Koester Oil & Gas 26.......... rig © — | 21-18-7, Dale, Producers Oil 29..............drg | 32-17-13, Williams, Markham et al a ao ‘rig 
34-26-12, Skelton-Moore Oil 28.............06 drg BRASS ccccccevcvencccnccsences’s seiabnss convenes 9 4-16-7, McNa, Southwest Oil 32, 6.......... drg | 5-17-12, Crow, Markham et al 8, ll........ Nlarg 
23-26-12, Lannon, Prairie Oil & Gas 9...... drg Walls drilling BEE IR W acaeabckanase 53 | 32-17-7, Brown, Slick Oil 10...........eseeee- drg | 5-17-12, Crow, Tidal Oil 21.......cccssseceeee ATE 

-%-12. Dari - G —':—«O@7- 17-7, Eagle, Cosden Oil & Gas 8, 9...... drg | 18-17-12, Barnes, Seth Ely 1. 
23-26-12, Red Cloud, Paririe Oil & Gas 3....drg 
17-28-12. Lahoma Ol) & Gas 38 rie Total 62 2-17-7, Eagle, Cosden Oil & Gas 10.......... rig | 18-17-12, Prairie Oil & Gas 7 
o> Spree fo -SheuerEE +S cay Teas bisecd Me RAIA TE | °7-17-7, A. _ sawyer, C Cosden Oil & Gas 14, ‘i 18-17-12, Brener, Queen City Oe 6.3. ie 
o> a ae ee ee ee ee a, ON SMS Sea pan eeweheod antach asssncewaseescemene -17-12, Stainwaite, Producers O. 46, 47, rg 
18-26-12, Interstate Oil & Gas 1.............. drg Cleveland, Jennings, Mannford and an) @89-48 Doener, Gkiakhaan Bente ou a. “are 
25-27-13, 1 peeccatsirei McNeal & Johnson Pawnee County. BOW <u sonanashceiaccdevke Soci wmncacat PRs 24| 3-17-12, Cosar, Laurel Oil & Gas 6........ 
sence en eeeneneceeneeeeeeeeeneeeensntas Tg | 17-20-10, Martin, Barnes et al 1............drg Wells drilling seeceseceseceees 95 | 33-17-13, Sampson, Cosden Oil & G. x Bs 5. yo 
14-28-13, Fee, McPherson et al 4............ drg | 21-20-7, Republic Oil & P. L 65... ---arg | — | 33-17-13, Sampson, Cosden Oil & Gas 6, 7.. rig 
8-28-13, Turwin, Hines Gil & Gas 1........ arg #9 Fae nad oa renee i i" OE cesses Ap sane twenphcaneesusanancaes rake 119 eg pit hed Oil = 4, yo os 
7-28-13, Proctor, Tidal Oil 2.................. dr, osing, Carter Oil 1..... -drg 31-16-13, arkson, ogu r’ 
7-28-13, eakeum, Wolverine Oil 2.......... pad 20-20-7, Van Eman, Carter Oil 3.............. drg , Tulsa, Taneha, Glenn Pool. eens Kellyville | 2-16-14, Lewis, Gries et al 1.. an 
2-27-13, Ketchum, McCandless & Beatty 9.drg | 23-20-7, Mann, Prairie Oil & Gas 3.......... drg 20- 17-13, Cantrell & Co. 2 ...cccccccessccssees | 7-16-14, Jones, Savoy Oil 1.. ° .. Tig 
9-27-14, Padgett, H. V. Foster 1............ drg | 18-20-3, Haviland, Monnetonka Oil 13...... drg 27-17-14, Clinton, Carter Oil 1. | 18-16-14, Cope et al 2.....ccccccccsecccccccsees arg 
34-28-14. Leston, Frank Bucher 1 drg | 18-21-8, Diem, Gypsy Oil 4.......+..+++2+e++ drg 35-16-14, Northewestern Oil 1. | 33-17-13, Livingston Oil Corp. 2, 3, Y WeREE NE drg 
‘on Sk. Men. Niakatert ot el B....<...<.cocscce 8-21-8, Fee, Milliken et al 1...........0..000 drg 10-17-11, Ayers, Unknown 1 .............00006 ig | 14-17-14, Wilcox, Greer et al 1.............. rig 
"s v7-1 as k r sala da Oil 2 8-21-8, Ladd, Deep Pook Oll. 2....<.sccsesse drg 28-17-13, Hastings, Rogers & =: Luccvcvetee drg | 23-17-14, Porter, Gries, Wilcox et al 2, 3 4. ane 
o> a Soe nos 8-21-8, Fee, Davis et al 1........000.0000eeee drg | 1-17-14, McHenry, dgar Ol L.........0.-. drg | 23-17-14, Porter, Gries, ‘Wilcox et al 5, 6.. rig 
8-27-14, Dick, Weber et al 1.......--.++++++++ 16-21-8, Powell. Sears et al 3...........sss0e0s drg 22-17-14, Seere, Sapulpa Ref. 1 .......-....5 drg | 36-18-12, Samuels, Gray et al sand 
36-28-13, Swain, Hamilton et 2-20-8, Foster, Gladys Belle Oil 1.......... drg | 35-16-14, Okmulgee parties 1 . seeeeee Pig | 36-18-12, Parks, Gray et al 7..... 
33-28-13, Fee, Prairie Oil & Gas 40, 42 26-21-8, Lewis, Shoenfeldt et al 1............ drg “16-14, Quaker O. & G. 1......cccccecscceeee rig | 36-18-12, Parks, Gray et al Rsisieeniasns 
' 33-28-13, Allen, Weber & Roll 20-21-8, Orr, Gypsy Oil 1.................00008 4-19-10, Quim, Uncle Sam Oil 1 ............ rig 
’ 18-27-13, Requa, Tidal Oil 8.................. 35-21-8, Producers Oil 23........c.e.eeeeeees i 31-19-10, Rentie, Monitor O. & G. 7.......... drg LS REP ens fab coderedsedoncntncaseeactecs, an 
18-27-13, Adams, Barnsdall Oil 18 .......... drg | 17-19-10, Kemp, Steele et al 2. ee 20-19-12, Barry, Hagar Oil 3 ... ...drg Wells GILLING ..cccccccccccccscccccccceccess 167 
24-26-13, Earp, Nichols et al 1............000+ drg | 11-20-8, Mayfield, Miller et al 1.. . 9-18-10, White, Gypsy Oil 1 .. +. Tig noe 
S-26-28, Rows, Tidal Ol 1..........<0.0..040002 drg By Cosden Oil & Gas 1...........e0.0-0+ tery Thane sake — +. +.drg Total ..cccccrcces ight cones Cabecureadeb anes ce ceee 
gin Whiteturkey, National On & Doi. rig | 2a Geek OH & as Hoc: 12-46-12, Alexander’ & Woods 1... Okmulgee-nTorrts, 
9-26-13, J Whiteturtes, wat, ©. & D. $ ae S582 Mabie AN B. <cccssacnvoseensedcaccs 27-17-14, Near Leonard, Reynolds .. rig | 1-13-14, Foster, Skelton et al €....c0.0s.+00-4TE 
29-28-14, Ble kslee, Tid i Oil ae : mae 20-23-3, McFadden & Marland 22-17-14, Deer, Reynolds et al 1.............. 5-13-14, Hawkins,. Neely et al. f.. ..drg 
ee ee ee ee eet Nocheorreeners & | 36-21-7, Murphy, Cosden Oil ay See 4.2 drg | 34-17-14, Parnowski, Kinnear et al 3........ rig | 5-13-14, Scott, Deitrich et al. 2.. drg 
22-28-14, Miller, Tidal Oil 8 ..........---.+++- nit WS TO Ae ie ei eee drg | 2-16-10, Fulson, Scott et de epnasuseeewanpeas drg | 31-13-14, Lowe, Clark et al. 3....... -<drg 
——~ 1 2-2P-R WaekeOrth OF Ol Bice sc ccasccserceonteu drg | 2-16-10, Fee, Scott et ik -..drg | %-13-14, Hutton, Kimberley et al. 1... ..drg 
Is eee eee 4 | 29-24-8 Sexon, Cosden Oil & Gas l........ drg | 16-16-13, Arnold & Gobel 1 .. ...drg | 5-13-13, Perryman, Patterson et al. 2. -- Tig 
WES GEIR co ccsccocsvescocccesctesesenes 41 | 36-20-5, Cosden & Marland 1...........-..0++- drg_, 18-17-13, Manuel. White ag th 2 ..arg -13-14, Rentie, Skelton et al. monenee . dre 
—— | 21-91-46, Conden & RoR 1.........csscseocseess drg | 19-16-14, Sinclair O, & G. noel Hutton Oil 6 ......... ecceves -drg 
PRR Siviccccapckcseppaccsecunsctansvenoeseny 45 | 23-29-7, Prairie Oil & Gas 1...............65- drg | 11-16-14, Gaibreath et al 1 caneabae ae -13-14, Myers, Lewciprda Oil 4.. ..drg 
ee Oe ee eee drg | 31-18-11, Goat, McMahon et al 1.. ns PET ON Bo iecesece PER oe drg 
Bird Creek-Owasso-¥ era, 22-19-9, Poastoak, E. N. Gillespie 1.......... drg | > Bartiett ou 5 BARRE Ds: pedo = 3 bebaiymatoneee ‘ rH! 
‘ j )-8, Mayfield, Richards et al 3.......- “19-12, Starr et al 1...... cece = ‘azil, ne et al l...... -drg 
RE mewrtaggtl Dy a ella da ars | Tee, Mesto” qninarte >. Gre | 20-19-12, Yargee, Mitchell et ai 9. Young, Producers Oil i... arg 
11-21-12, Davis, Paloma Oil 3 .............+.. drg ypsy Oil 4......-.... --drg ones , Pp 
11-21-12. Lewis. Gypsy Oil 6 dre | 18-21-8, Martin, Great Southern Oil .drg | 29-17-13, Berryhill, Mappa Oil 2 .. roctor, Alexander et al ic. rig 
wep eh ean Tp gages Rade a 4 5 | i7-20-8 Case et al 1. “drg | 13-18-12, Oklahoma State Oil 11 . Haynes, Minnehoma Oil 1.. sand 
11-21-12, Evans, Roth & Compton 1l........ Dd [OEE EPO TE TES RN RS te BIEN! drg | 36-18-12, Madansky, Cole et al 5, 6 : Lamb, Cosden & Aiken 8...... .drg 
19-20-13, Lloyd, Producers Oil 1.......-..-... arg | 99-19-9, McClain, BE. N. Gillespie 2.......... drg | 36-19-13, Wilcox et al 1 .......... ‘ 13, Clark, Cosden & Aiken 10, 11...... rig 
21-26-13, Henson, Parish et al 13 ............ drg 11-20-8, Sinclair O. & G. 13, 14..........00000- arg 32-19-11, Williams, Logan Hayden, Cosden & Aiken 5 
21-20-13, Walkingstick, Liberty Oil 5........ drg « - 31-19-10, Monitor O. & G. 2.. Davis, Kelly et al 1 
A 11-20- -8, Mayfield, Cosden Oy BG: Deewwcove rig 
19-20-13, Lloyd, Los Angeles-Cherokee O. 6.drg | 9 _9;_3’ Lada Deep Pool Oil 1 rig | 8-18-12, Jones et al 1 ....... Kimbley et al 7, 8........ 
13-20-12, Adair, Tidal Oil 11 ................ drg 16-21- 8, Gilb rt Gl Ss Oil 3 aa te Aas “pe 1-18-13, Sango, Thompsvun et al 1.. Clark, Cosden Oil & Gas 7. 
13-20-12, Thomas, S. S. Owen 1 ...........+.- drg 5 caste Moser age sei cermin Pie Sica ; & | 36-18-12, Creary, Boesche et al 7.. 3, McIntosh, Barbara Oil 4.. drg 
28-20-13, Smith, Wolf & Walsh 2............ arg | 16-21-8, School land, Coronoda Oil 18........ TS | 36-18-12, Egan et al 4 .....0..+0s. : Walker. Neely et all ...... arg 
33-21- 13, Terrell, Ludy & Newlin 11.......... dre 20-21-8, Jones, Prairie O. & G. 33........+.+. Tig | 8-19-14, Chase et al 4 ........ceceeeee Lowe, Kimbley et al 1 ...... .drg 
Vann, Bergen Oil & Gar & : arg 32-21-8, Meyers, State Lands Oil 1.......... drg| 6-18-11, Hockey, Daugherty et al 1........ Sampson, Reynolds et al 2........drg 
sy . Charl =. Pramaeens Oil ‘bebe ar 23-21-7, Devonian Oil 1 .cccccccsecccccccccccece Fig | F-IB-1R, Marah Oll B occ ccccsvccdsccce a Grey, Devonian Oil 5 ........ ..drg 
” Kell te h. Kell h Piet ce a © SSS Cpe CR Ge, Asicisknseassaccess scarce rig | 18-18-12, Waiker, Howard et al 1 ms , Smith, Lambert et _ 5.. arg 
» Kellough, Kellough et al 2...... Aged , ——| 2-16-12, Mount, Preston Oil 5 < On fee, McMan Oil 1........ drg 
» McGilvrey, Scott & Vaisce et al 2drg ES CEN ee ee en RRR §| 9-15-11, Shackelford, Dixford ©. & G. 2...arg | 18-13-13, Buckley, Kimbley et al 8, 6....... Tig 
» Floruney, O'Day et al 1.......-...+ arg Wasls QAR s<csbscusedeck avs seieeess 43 | 28-18-10, Allen, Beard et al 1........ceceee0e drg | 19-13-13, Buckley, Akin et al 3.......... --drg 
. Ketcher, Hayward & Hayden 1 ..drg oie - __~ | 23-18-14, Horn, Beardman et ail 1.. ...drg | 6-13-12, Newly, Kelsey & Co, 1........ -. rig 
. Nichols, Edgar Oil & Gas 4........ drg Total 49 6-18-14, Gilliland et al 1.......... ..-drg | 18-13-13, Smith, Lambert et al 6..... rig 
, Neilson, Sabine Oil & Mkt. 5...... ee I attach ata ei thks el | 8-16-13, Cowles. Nurato Oil 1 .. ...drg | 3-13-13, Marrell, McCready et al 1.. --drg 
, Fee, Liberty National Bank 9....drg Cushing, Shamrock. | 29-17-13, Berryhill, Moore et al 1.. ..drg | 20-13-13, Manuel, Cook et al 2.......... -. rig 
—| :-17-7, E. Tucker, Prairie Oil & G. 16, 17.drg | 29-17-13, Tate, Ufer et al 4...... -drg | 32-13-13, Bewman, Bell et al 5.... drg 
SGN Sock co ccotsk cn cnkoceveriewuanoeten 2 | £&-27-7, Richards, Gunsburg estate 17...... drg | 29-17-13, Tate, Ufer et al 5 -drg | 8-13-14, Myers, Lewcinda + gd 2 
eek. ee nee 5-17-7. Jones, Prairie O. & G. 18............ Tig | 29-17-13, Berryhill, Thompson et -drg | 13-13-14, Scott, Pierce Oil 
Cherokee Shallow Sanc. 9-17-7, Brown, Producers Oil 14............ drg | 29-17-13, Berryhill, Smith et al 1,. drg | 25-13-14, Hill, Scioto Oil 1 * 
: i XSite ¢ ar 9-17-7, Brown, Gunsburg & Forman 6.... rig | 28-17-15. Berryhill, Cosden O. & G. 7...... drg | 29-13-14, Wiley, Canadia Oil rig 
34-25-16, Reinhart, Ohio ties 6........000- & 9-17-7, Yarhola, Roxana Pet. 14............ drg | 16-16-12, Boldo, Ok!ahoma Natural Gas 1.drg 35-13-14, Wilson, Ferguson et al 5.... ..drg 
34-25-16, Reinhart, Ohio Cities 7............ rig 22-17-7, Cain, Cosden Oil & Gas 8, 10...... drg 28-17-13, Barnett, Edgar Oil 4..... esccseeceseGrg | 25-13-14, Wolf, Galbreath et al 6....... cooee Tig 
8-27-15, Rooster, Attumua Oil 1, 2.......... arg | 59-17-7, Barnett, Cosden O. & G. 6, 10, 12, | 35-17-14, Kelly, Cowden et al 1.. ..drg | 23-13-14, Grayson, Peacock Oil 5..........++ rig 
8-27-15, Rooster, Attumua Oil 3, 4, 5........ rig A pedamaepae Ret aa i ig Rae: ‘arg | 36-17-14, Parish et al 1............00s000 larg , 23-13-14, Scott, Kimberly et al 3..... cseeees FIZ 
16-27-15, Braun, Attumua Oil 1, 2 .......... drg | 22-17-7, Barnett, Cosden Oil & Gas li. 13, | 6-16-14, Montgomery, Warren et al 1......drg | — 
16-27-15, Braun, Attumua Oil 3, 4.......... rig BE SORTER NTE AN i git rig | 9-17-14, Best et al_ 1L....sssseeeeeeeeeees ae FRIZG. osrececseccscrse veuonee ea: i. avesbaccaee 15 
10-2%4-17,Danneburg, French et al 6.......... arg | 22-17-7, Sawyer, Cosden Oil & Gas 5........ drg 24-17-10, Arkansas River Red 2.. : ' Wells drilling | secvcccccce eeveccccccccces coee 31 
24-25-14, Sanders, Reed et al 8............... rig | 23-17-7, Ellisey, Cosden Oii & Gas 7, ll..drg 25-19-11, Litka, Gillespie et al 2.. | — 
26-25-14, Corn, Eastern Oil li, 12............ arg | 23-17-7, Ellisey, Cosden Oil & Gas 8........ rig 17-19-12, Perry, Dunlop et al 3 on ; OGRE siccwssVein cawedescvyeiecwen ccovsecerece 46 
10-25-16, Bowman, Garvin et al 9............ drg | 23-17-7, Bear, Cosden Oil & Gas 8.......... rig 5-19-12, Grayson, Osage & Oklahoma 3....drg | Hamilton Switch. 
8-24-18, Walkingstick, Johnson et al 4, 5.drg | 23-17-7, Bruner, Cosden Oil & Gas 2. : 2-19-12, Foastoak, Uncle Sam Oil 12......drB| 3.1413 Kimberly et al 1.... ...drg 
16-28-15, Estella, California O. & G. 2......drg | 27-17-7, Eagle, Cosden Oil & Gas 3. emit aie oa ee Gg | 98-14-13, Sneed, Black et al 2.... seeeeeesee OT 
5-28-15, Welch, Shufflin et al 1 ......:..... arg | 27-17-7, A. Sawyer, Cosden Oil & Gas 13..drs SE Ep tas Sag nied alae -Or= 5-14-12, Thompson Oil 1.........000 coca Col 
3-17-12, S Sh 11 & 
a * Reese . ‘ 27-17-7, Lewis, Cosden Oil ~ ee oe drg 1 , Sapulpa, arp et al l.. arg | 59-44. 
8-28-15, Chesnut, Carter Oil 8.............0+ arg | 28-17-7, Keys, Sinclair 0. & 39 Gre 21-19-14, Sweeney et al 1........ drg | 19-14-12, George, Kimbley et al. 1...... sees OTE 
27-29-15, Maxwell, Markham et al 1........ drg 28-17-17. Keys, Sinclair O. & ~ 1g emer: rig 19-19-12, Fisher, Kerlin et al 1 .drg 5-14-12, Harjo, Producers Oil 1............. drg 
5-28-15, Gourd, Shufflin et al 2.......-...04. arg | 28-17-7, Davis, Carter Oil 7........... vissseeGrg 24-18-12, Winemiller et al 1.. ER eR eng Be gene ig aieoeenaes 
5-28-15, Gourd, Shufflin et al 3............ rig | 28-17-7, Davis, Carter Oil 7, 8...........00005 drg 8-18-12, Central Oil 1..............0..008 Ba Bs gg: Mediereareasneen ert 
8-28-15, Walkingstick, Banowetz et al 3..drg | 23-17-7, Brown, C. B. Shaffer 3.............. rig 31-17-13, McCoy Oil & Development 1...... 1 ~ nape gdh 3 &, basbeeyes ai is meee 
3-26-18, Mackey, Cook et al 3 ...........0+. drg | 33-17-7, Bruner, Sinclair Oil & Gas 9...... rig 18-18-13, Unknown 1.............-sssseeeseeeees 1 in, nage ge ae aa hapless: —< | 
27-25-17, Fee, T. B. Gasoline 27 28 .......... drg | 33-17-7, Dunson, Sinclair Oil & Gas 32....drg _ 1-15-11, Grayson, Cosden Oil & Gas 1.. 1 Stanburg & Co. aoe bce 
15-26-18. Riley, Mohoppy Oil 4 .............. = 33-17-7, Dunson, Sinclair O. & G. 20........ rig 36-19-14, Bliss et al 1.............cesccee 1  tartin ak Bde “ae 
23-27-16, Newcomb, Green et al 2 ............ rg | 33-17-7, C. B. Shaffer 8...........-....seeeee rig 33-19-12, Reed et al 1............ 34-1 : Dan, Appleby et al. drg 
os. k : 34-]7-7, Dunson, Sinclair O. & G. TBiskecake rig 1-18-12, Wolverine Oil 1.......... : . 
18-24-17, Braley, Nowata National Bank 4.drg 34-17 be 1-14-13, Rentie J. O. Mitchell et ‘al i .drg 
-4.17 <yecd é a, Pe C0 Ms srabiacartanusestcmeed 12-16-14, Kansas Natural Gas 1... dre , 9 j 
18-24-17, Levine, Mallary et al 5............ drg 77.9 ‘ 23-14-12, Canard, Alexander et al 1.. +e 
> ie d 34-17-7, Boone, McMan Oil 3... . Walker, Howard et al 1.. ..drg 
-17, Levine, Mallory et al 6 ............ rig 34-17-7, Wesley, fain 0. 2a. 3. Wilnek oF MeL... .c.sc: larg 2-14-13, Leader, Moore et al 2......csccess arg 
3, Clamhead, Hutchinson et al 2....drg | 34-17-77 Wesley, Gosden O. & G. 9.......... drg 4-16-12, Damon et al 3........ccssccosceeeeees drg | ota phy eo yf et al 2.........drg 
, Clamhead, Hutchinson et al 3.... rig | 2-16-7, Taylor, Prairie Oi! & Gas 1........ drg %8-17-14, Brown, Cosuen Oil & Gas” 12, EGS Waits Gdns Gi he aves 
. Byimgston, Lutz et al 4............ 3-16-7, Talmasee, Kenola Oil 2, 6.......... ARMA TED Sie ty sant soatscekin otal os arg 5-14-12, Hargo, Producers Oil 8..... sooo OTB 
RSG Mek dal OB. occakd psa vssnacnsonene 3-16-7, Bruner, Gypsy Oil 4. 6....... a 24-17-14. Tecumseh, Ducuesne 0. & G. 3, 4drg Wells drilli “9 
. Painter, Sitx & Glass 7, 8 4-16-7, Barnett, Prairie O. & G. 21, 20-16-13, Jefferson, Dunlavy et al 4 ar OLB GUNG .-scccccccceccessoveccsccsons 19 
. Painter, Sitx & Glass 9....... 4-16-7, Barnett, Prairie O. & G. 21, 10-16-13, Owens, Oklahoma Natural G. 3 | Okfuskee, McIntosh and Creek Copunty 
May, Wiser OF 8, 6 ..;.....0... et E Scott, pervaens. on 15, Mie ets drg He ore Deven et al Be canaek | Wildcats. 
B E gerere r -io-i, Spaniard, C. . Shaffer 30, 31....dr; -16-12, Barnett, Anthony et al 3.. ! 
oe meen ce ak ec ae 9-16-7, Fotch, Gypsy Oil 10, l........-..., drg 16-16-12, Boldo, Oklahoma Natural s Ee Fate Bald a ae is 
7, Fee, Alluwee Oil 17 ..........0.000- 9-16-7, Thomas, Gypsy Oil 1 ............+. Be EE ets SYBAT OM Rs... 2000s+sc0Kesnes 6-11-14, Tiger, Smith & Swan 1. ieee: = | 
itae Miawner ek Be K..-..ociceced O0-38-7, Seereaeet COI Bain iossicssccawcctee drg -16-11, Ayers et al 1.........cccsess . 7 matt ; 
» Bailey, 10-16-7, Washington, Prairie O, & G. il.lldrg 5-16-12, Self et al 1.......0lol eee See ae ae 
Ri 15-16-7, Chastian, C. B. Shaffer 3.......... dry 24-18-13, Boone, Eppler et al 1.... BK 116- & Sinclair Ol) & Ret 1 5... ae 
IES -.------sesevecsecereeseeseererseeeenenes 9-18-7, Long, B. B. Jones 15............ ‘illarg 23-18-14, Kanora Oil 2...........000 bz Src Merten ot ole oe Seerrre ees: | 
Wells drilling 8-18-7, Riverbed, North Pool Oil 4........ drg 12-18-12, Hardridge, Cermas Oil 4.. SOE a home hen ia inegeioedeabaieraer: 
2 8-18-7, Riverbed, Channel Oil 2............ drg 31-18-13, Mengst et al 8.......... 13-14-12, Mid-Continent ee en nee 
Miah WE na cise acer aca ccnkionsabi noe eoubbepmre 8-18-7. Riverbed, Samoset Pet. 8....... Tilarg 22-14-11, Reed, Savoy Oil 1...... Paes fe 
istri 8-18-7, Riverbed, Ber Oil 2 29-14-11, Lyons et al Eee ete dogs ge Py amet drs 
Osage District. cist Tornoun "Garten Oa wy Beaeeoipnne) seer 36-17-14 cele Be geod eens . 13-18- 9, Monitor Oil & Gas i ...... arg 
8-20-12, Lot 40, Sinclair O. & R. 3.......... arg | 28-18-7, Bell, Prairle Oil & Gas 4...........drg 9-15-14, Indiana parties i..... ois socom ot oat T... me 
5-21-10, Tract 90, Sinclair O. & R. 7, 8....drg! 91-18-7, Wacoche, Bermont Oil 4............drg 26-16-13, Dolmer Oil 1............ 29-12-14, Michelson et al 1... Ore 
5-21-10, Tract 90, Sinclair O. & R. 9, ‘10, il rigs 21-18-7, Brown, Bermont Oil! 1............ + arg 10-16-14, Crosbie et al 2....... . 6-11-14, Kanard. Okla Oil a ne dr 
34-27-10, Gunsburg & Swain DD nvcsssnnscasen drg | 4-18-7, Manuel, Carter Oil 33, 38............ drg 28-17-13, Binger et al 1...... tees | 7-14-10, Prairie Oil & Gas 1. ie 
14-27-10, Whiting Oil 37 ....... -drg | 20-18-7, Wacoche, Prairie Oil & Gas 3......drg 8-16-14, Livingston Of] 1.......... § ease 
~4 m a 8-12- 7, Rogers, Prairie oll & Gas" “yee .drg 
7-27-11, Vaney Gas 1 ........... .-drg | 20-18-7, Wacoche, Toxaway Oil 1, 4. .drg 32-19-12, Taylor, Grove et ‘al i.. At. il, Cal 1 
ae 11-11- 9, Carn aldwell et al. 1........ dg 
18-27-11, Indian Ter. Ill. -drg | 2-18-6, John Markham 1.. -drg 26-18-13, George et al 1.......... 2-13-10, H. H. Galbraith 1...........cs0s-se-0s arg 
3-26-10, Indian Ter, IIl. -drg | 2-18-6, John Markham 2..... «+. rig _7-18-11, Cosar, Cosar Oil 1 10-12- 7, GraYson, Prairie Oil & Gas 1 d 
= ’ * eccces te 
22-27-10, Indian Ter. Ill. . Tig | 18-18-8, Monitor Oil & Gas 1......... seeeeeGrg 18-17-13, Waite et al 2...... 9-15- 9, Freeland et al. 1...........- sistees cee 
15-27-10, Barnsdall Oil 1....... ..drg | 18-18-7, Cushing Oil Lot 1..............sse00- drg 10-16-14, Pierson et al 1.... 8-15- 9, Oklahoma Natural Gas 1... 
13-2?-10, H. V. Foster 5 ..... .-drg | 18-18-7, Fosh, C. B. Shaffer 1........-.--.006 drg 11-16-14, Galbreath et al 1... 6-15- 7, Homer Preston 1 .... 
4-21-10, Barnsdall Oil 14, 15 . v"larg | 5-17-7, Prairie Oil & Gas 18......s.0:.000000 rig a & Gries 1..,..... 28-15- 7, Prairie Oil & Gas1. 
23-22-10, Winona Oil 5 ....... ‘)"arg | 3-17-7, Dan Tucker, Prairie O. ‘@ G16, 17. arg 17-13, Shedden et al 1............ . 5-15- 7, Monitor Oil & Gas 1. 
1 a 5-17-7, Richards, David Gunsburg est. 17. arg 12-16-10, Odeil et al. 1.. aepisnobacsake ste P 30-14- 9, Wrightsman et al. 1 
13-22-10, Tidal Oil 14 ..... s re 14-15-10 > 
16-21-10, Charles Page 1 arg 9-17-7, Yarhola, Roxana Pet. 14............ drg ) Mummpell ot al. 2.0.05. .ccccese 30-15- 9, Sheets Bros. 
a ae ae 17.89 “arg | 23°19-7, Pocohantus Oil 3.............0..s00008 arg 17-17-11, Berryhill, Hose City Oli 2.: 19-15- 9, i 
5-21-10, Toxaway Ons, & ; “drs | 15-18-7, Bruner, Prairie 0. « Gas 6........ arg 13-17-11, Okla Oil 1.............. ‘ “4 25-15- 8, 
4-21-10, Barnsdall 4 see rig 18-18-7, Riverbed, State Oil 5.....-.......60. arg 15-17-11, Wilson My OE Dicscawe cans et cewees 29-12-12, 
4-21-10, Barnsdall Oil 1 : Tig | 20-18-7, Wacoche, Gunsburg & Forman 5..drg 8-17-11, Johnson et SO Pee . 24-12-11, J. J. Dea 
5-21-10, Toxaway Oil 10, ll . - Tig | 9-18-7| Law, Sinclair Oil & Ref. i a 36-17-14, Moucher et al 1.......... R 14-10-12, eoeseevesec scsi 
8-20-12, F. A. Gillespie et al a -Grg | 27-18-7. Sinclair Oil & Re - TRAGER ES a 34-17-14, De Hart et al. 2....... . 18-12-12, Johnson, Newman et al 1. Nlarg 
8-20-13, Barnsdali Oil 1......... --Grg | 26-17-5, Campbell, Gypsy Oil 1.............. 4-16-12, Welch, Wilson et al. 1........ 45 33-12-17, Crawford & Stebbins 1... -.arg 
10-20-12, Devonian Oi] et al 1. -drg | 3-18-6, Mimmick, C. B. Shaffer 1. ... Tig 15-16-11, Smock, Pennock ps ty eee J 21-11-17, G y Oil 1 fe chs eckiesese . arg 
15-20-12, Acacia Oil & Gas 1........ onenecse ..drg 18-18-7, Scott, Mc-Man Oil 4..........00..00. 8-16-11, Wright Drilling 1..........ccs00s000Tg | 6- 9-20, NES et Bl. 1 ccrocccccccccccoresess OIE 














































































NAL Thursday, 
T H Miscellaneous— t al. rig 
ty a Kinita, Ringl’d, McConn e 
2, B. N. Gillespie 1 .......cccsecsceeeee ME as, Sewels et al. 1.. srasrtgroscencccncecers FAB yas 4 ll Whitehead, Okita. Star Oil 1. arg 
Twin State Oil 1..... arg | 12-23-2, et al 1 door aresoweielavresnies s inclair Of] & Refg. 1..00000000000 & 6-9-19, Harmonday Oil 1.............sse6e., 
16-4-3, Lida Ingram, “2h, PERT rig | %-23-2, Hanson il & Gas ‘i seseecceeecceeees-Grg | 11-4-1, Sincla a Hh on a 1 Be el Tet ek ee oe drg 
15-4-3, Collins, Scivally “Oil 7, 8...) rig |" 2-23-2 Cosden O Stans drg| 9-7-2; Oklahoma 7-9-23, Beam att ae es pie larg 
16-4-3, Ingram, Oklahoma Star ..» Tig | 21-23-2, Ohio oo 5 Fleet i a arg | 3-1-4, W. Ma om Welk Rey es drg 
Taylor, Penn’a Oil 1 .........+++- dar d Co ton ns ‘& Gas I cacemapsioaes nese 23-6-3, Near Orris, 
17- a Interstate Petroleum 3.....+..0. dre Garfiel Walker inclair Oil & Gas 1, 2.....drg | 13-4-12, Cot ne eT hi I | arg 
oe Taylor, Watchorn et al 1............ dre 8 +4 Hoy, Sinclair Oil & Gas 2  Racesers~ Grady Count, On 1 dscosscosesONg |! $68, J. P; Jackson 1 .;.0.<20ss: See eg 
I-44 Gates “ol og eapenaenaaeets -drg | 35"29-4 Hoy, Sinclair Oil Gi & Gas’ i222, ig | 845, Cooper, Unity ti hide 3 ; xhut down 
8-5-2, Critchlow et al 1..... ‘arg Ht 22-8, Whitney, Sinclair peers - tephens County— veo QB B Olt & Gas... shut down 
Ste wemer, Gere 08 i HE IBS Gwe, Sinclar OM & Gas Canc HE| SPURS OU & Gat Levee Se womeke Qh Gte boca down 
16-4-3, Ho , -Gulf 3... & | 19-22-3, Crews, - Tig | 5-1-6, Unknown ee a A TS | “5-8-6, Somerset Oil 1 ......... ‘ 
rter, Sinclair-Gu : an g , Willis et al, 1....... Sevens Py Hawk Oil & Gas EP meres me tee gr Nt ane Reseach Tg rig 
164-3 Cowen Sinclair-Gulf poner. oe ioe von Winkie et ai. i.. gd at ee a ee. ii " rd 19-8-8, oye: RR : clare 
24-4-3, Magnolia tina oc ein fe ete rig 98.99-4 Hivick et al. 1 Gas & Fuel. ee 3-5, Washita Oil & Gas war arg Ferg Indian Chief Oil 1... pst 
Tt? Roi a s... . 25-22-4, oo Empire Gas & Fuel 2...... rig as 8-9-5, Wildstone on 1 l rig 
14-4-3, § acers Oil 12........ 1 eae ae ee r . -8- it et al. 1........- 
asd Goan eee oe dre | 1794-4, Chicago Olt Sinclair 0. & Go inlare ea rteg aya ee ie 
5-3-5, Tubes, ORS OS F----+>+20+--eo=e os drg | 24-22-4, Chamberlin, — air wee ‘arg neo Sanalarin WS Coe ee : 
oe on eae drg ‘ 19-22-5, Curtis et al 1....... Gag ieee! Me SO oe Sere nr aks arr ernensecnene snore sts rg 
16-4-3, ee ag oa heen Ocey avs once ey Black Hawk oii & Gas a ‘oem ‘Jefferson Comnty— ears arg 
-2-3, Plains sons rrerrregy 23-' . Large P , Meade & Neely 1 .......-.. 
154-3 er lege a yg apmegnnamnnineet rie: Ore (TS alee ee att gegen 
30-4-3, Watchorn e mo iy Seat (: rig "hese "dre | 21-6-4, Shephard et al. i .......... 
pies Mobley, extension smelt Saba rig 4 21 Pierce Ol i covecee pd 29-4-4, ereashan 4 - i 1 soveress 
St ee Spee S0 ioc ae ee emg Oe ann PE ee 35 3-5 Walker et.al. 1 ...3 
sy Oil 3..... lains & Co.1. 17-3-5, 
3-2-3, ph ion [DBR cnvocnscecwstysrei re 25 a : ng a 7. I ye on & was I. eevee ae 9-3-4 Lewis et all. “ 
83-2-8, Gypsy Oll 1..-..s+sseessssesseseessrsees rig | ” rele Agee ge ey oa Seat Liiiarg | 2-2-9, Blackhawk sag 4. eet Oil 1. 
ore Pierce Fordyce ie Ott 3 3 : are a 21-4, Consumers Oil & Gas a seeeee & ong peg eee e000 Og oe re sel Petroleu! dar, 
6-4-3, Ingram, Twin State . arg -21-5, Camp, Richardson et al 1.. 8-12-16, Pratt et al. 1 ......-+.. “ae : °& rankklin “i .arg 
4-4-8, Rhodes, Carter Oto abate. 35-25-10, aN. Gillespie 80- 6-30, Lockard et al. i. - 2-2-4, Apple & Franklin iversiysheanryetenes a4 
Btr-y r a ms i Gypsy Oil 1.......-. ae i a 
4-4-3, Rhoden. Prodwecrs: Oi 2, 8. dre 3-23-10, Jones et al 4... Tao, Glades Belle, ston Git E Gas Hig | ow ood County ny a Ee are 
19-4-2 Hz ye, Southweste g Seg 4 ‘ 1 1... 2-7-18, Bascom aie eae Saawee ne taacee 
ee eo ee ae ho. 8-24-8, Bucher et a! A ge a ce ear 2-28-17, Northwest Pet. 
oe je ee es arg | 33-23-8, a es Dil i 36-9. is Gladys _- of Fiennes SOI eee Be ed 71 
et, Ponenytventa Oil Liccccccceccscccseeee arg Pay Dix. Prairie Oil & Gas 1.......0000. — 20-17-17, Le Flore, Choctaw Nat. Gas . nies qrenhcleeneptrertls eta e 341 
17-3-1, Pe —= | 35-22-3, » Sc eeree as pide! county: a i CMI 3255 scautsacanie tee pian 
iabacatedee 73) 4-22-4. Jackson, Quadrang feckoead ve igh: Ke et al 1 sssessesseeesees TB a2 
TEN etenncenaneenncecEennae -24-7, McCrady et al 1...........-.. drg | 28-9-13, McClintoc j ---Grg cadbs ouapaeeteeenaceoeanteae Pease ae 
Wells Ne See Re as ty Pertules, Okishome Ne: Mature! 'ilarg eae oie: SE “pO Total bdsseenas) 
... 153 Ye es, essa Oil & Gas l...... c 8-11, i 
Hii: Co ee istiossane i224, Diviey, Van Winkle et al 1.. rig| Marshall County— 1 KANSAS 
4 20-21-4, McCoy, Roxana Pet. 1..... 9-5-6, Dundee Petroleum g 
pepe 3-22-5, Jones et al es 8-6-6, 1916 Oil & Gas 1 pa Pats 
nty— ‘ nes West et al. 1 ...... " 
3002, Williams, ne oa ae maagseeteee ane | oe2et, Sisson Oil le 3 Mid. {Continent Oil WELLS COMPLETED 
as! . Eng SM OL Lecccccccceccess -24-4, i ieee Washing on, , Msi 
EY Priestley & ~ ig yee y ceuonveerer ees 4 bee-e7 foal a al McMillan et al. 1 ...... Montgomery County. 
Et USE Pp i aR eee dre | 30-22-4, Cop = Globe mn 1.. 7, Rock Island Oil 1 Whitaker Bros. 11. - 10 
2-8, SN. McCall et at p prtenconntente: =) £94 gg ueteremendinen pies en a> Dixon, Continental Ol il, i 
4-2-11, Wolford Oil & Gas DB vecescbarset rig |", : c var Ce er Melander, Doretha Oil 14. 1 
97-3. ree Oil Corporation 1.. .-drg | Pontotoc Co pe cnasasube seeseces Org | 13-8-5, Thore et al. 2 .... : EER. oe D 
“$116 Monte Ou _feoenemaraieenesenees it-$-4, Barnsdall El epzrenisnetentine: arg Bre, fae Oe ee oaeaan Mies ek, das 2 
-1-11, Cairo Oil 1 ...... drg : 17-7-7, Owens, * ‘ i cuatikectebeaseknnd 
1 8 Wapanucka Oil 1 . -irg 33-5-8, Henry Oil & Gas 1. arg | “Love County— Gas 1 : Range =, Sadeenaeio Torpedo 2.. 2 
19 3- 9, Prairie Oi! & Gas 1 seteee ise drg | 35-3-9, Mosely et al. Org | 34.6.3, Healdton Pool Oil & 4 , On fee, Five Drilling Co. 13...... 17 
12-7-11, Alexander, Roxana ghacccnyrt ben we ek ce Oe 1h... arg | 17-7-3, Rubottom, Skellern et a STR: Pie, Trinsble Dabrey et al 7..... a 
poesia alata | $ HY Moates, Burton et ai i... ro vt : merbos at ol. 3 Raydure, Coombs ne | ty ion Cm woth ::. “sas 
pg ng re arg | "9-6-8 Jackson et al. ee ae “5 “pee ay eereeter drg | 21-32-14, Galey BR . 40 
oe title ROE WOPTIOS By evenisivenseasee arg | 16-6- 8, Smith et al. 1..... Day Ol L....cc.a8 arg | Near Monetta, Stewart, Vire -drg | 4-35-15, Travis, tska Oil 20.. 15 
21-18-4, Sti Ney, Jones & Berry i............ arg | 3-5-5, Frazier, Night & ay 35-6-2, Life State Petroleum 1 ..... arg | 4-35-15, Travis, Majuts BERR ee 5 
1618-6, Creek Gounty Gas 1 i pesteomnancee->: Gre | 35- ee ee 9-1-2, Okla-Texas 1 ....04-+4+- arg Pag ggg AE Pn Baker 
~18-5, , | ae er | 95.5 Ss Bee nee e Pane Reem 8-7-1, Flynn e 03 anna dre mi. te 
fo om eecge ge gy peed ermengnntennsise drg | 2" eh eae ae . nine 3 TEU pn Un a aeigneleaeee 
> ie Geeeerereerrs | ee Bea bee terse rweneeeoonens Sadat arg | 34-6-3, Waco Pe -drg e : 
2618-4 oath" op ptmcemenennnerence ye 10-3-5, Tom gine ted Se paaiaaint ewe sand | 32-6-9° Burford . i pie -drg | North of oom oe. yy Rel : 
~ “ x BS BR. |b cnccsevnesssvesosese | 10-3-6, ge ge Sg lene ae eet tls rg | 30-6-2, Burfo et al, 1 .occeee ‘arg Northwest a 
10-19-8, Payne Oll & Gas 1 cress SII arg | Be Neff, Texas-Oklahoma Oil i222. drg | 7-7-1, Oklahoma Star Ol! 1 . 205 | 18-44-15, Fee, Indepence M. @ ‘T. 1........ 10 
1. 1 o-eersereceerenerens -4-6, Neff, ° cone eka dr, -7- nknown 1 ........ rig -34-15, Brown, 4.dry 
BEG © coaccsmcspsssccosentc Gre | o-4-8; Vaughan & oh seepadetemeceen &|%-6-2, Unknown 1 rig | 15-30-12, Allen, ‘Clauss, eg wae 3 
4g oe drg | 12-4-6, Hutson — t 16-16-2, Unknown 1 . rig | 19-34-12, Thomas, C. SE ee ge Rae 
4, B. B. Jones i . ‘drg | 12-5-4, Hercules == ie ong ale CO et ars | 16-35-12, Counts, aon ns an ko 
ens et al. 1 26-5-8, Drillers Oi) 1... +++-Grg | 13-7-3, Pierce Fordyce Okla Oil 1.....drg | 97.34.19 Hills, Centra forth 
en Rover i? 1 4 34-5-7, Canada wy eccece sheseanvenesmiatesendy | 3-7-2. ne chee < ig eaenneeth drs | 31-34 Walker Mound, Green, Henc. ma 
92 : son et al. 26-5-3, Curtz et al. 1...... aS Sets oe eee drg | 15-8-2, Zahn et a sane Pa raesices Aa ie anders Sige waa 
-% “4 Sassou coen>s on 19-3-9, Prairie Oil & Gag i: drg | Sequoyah Come goer BD castakshape ocean mene Gre | 3.94. 15, Huling, Shertzer mt oe 2.gas 
37-19-4, Fortun: “land Oil & 20-4-6, American Oil & : drg 32-11-22, Mendes et al. 1 ...... 15, Labin, Independence PF 
3-19-5, New England ¢ arg | y kett et al. +......... 32 . County— 2-33-15, L Armbruster et al 1...... 
28-19-4, Roxana Petreteum arg | 10-3-5, Becke i drg| Tillman 11 seserecncsceneeeGR® 19-34-15, Dobson, 12 5 
28-19-4, . ee ee -3- rnelius & Beard 1.... Hendricks et al 1.... n, Armbruster et al 2. 
ig Gre | R58 Huddleston, KC. Oil Suiusuteer so anit Wetuieh, Cartas Ou U..e 
> ke 2 eae | 23-5-8, u Ure -29- man, ‘ “83 
ty Walvuinn. i eee ya | 23 Means, Ozlesby DEe weseessreraveeies c-it 34-3-14, Princess O. 1 a aaee moan Carr-Hess Oil 2. 7" 
12-18-5, Beagnolla inion +. ‘drg | 13-5-8, H ihn Gabrbiads Bessie RR og ng ve arg | 59-34-14, Weber, Elk City Oil 11. _ 20 
2-19-5, re Petroleum ” .......00- . it rican Petroleum 1.....- 24-39-11, Law ¢ eetabneee - 5 
PES heb Sy SCOOARE | SEE nema bev ig| wens competed .. “ot 
ana” ataabe BW: suvkscbenecouse : ety SON IRE Oi ON Ses cocina ce cas neees irg | 34-1-13, Norris, i drg Mem isc af 
7-19-6, Westerly Oil .drg | 30-4-6, Sull RET drg | S > oe Productio See 
> ae “fk eee | 99-3- irie Oi) & Gas j Irg | 26-1-15, Douglass et a drg : 
45-19-5, Fortuna Ol! 1 eS -drg | 29-3-8, Pra pex OM 2, . 5.005422 drg |: » D ee : Dry RE OTN. COMI AMER TE. 5 
sank’ Mactan e eeenss | es r, Corsicana | 31-2-10, Night & Day A. MR a ero 
10-19-28 esc ete et al. : greseecses y~ 148 Dinmond Mette On ‘Toeeseconsne | vets Law 0d" & Co, ts & Co. 1 red Gas Bae hi cS ara 6,250,000 
v aoe x re Bt Ol. 2 cevces . $ . G BS secwccssccccccves 1 34-2-00, Wood B&B Co. 1 .cccvcccece 
tee oot aces sare Bt Krieger, Wheeler et ait i020 arg | BE Ht Pametion co a shale hati, 
(-1J3-9, paren yi "ES ** , a ty ee 4 . ar ae 4 
-19-6, Cassidy et al 1. eB neg» sen My ealiebetate drg | 23-2-12, Lawton p drg — 
1519-5, Sinclair Oil & Refs. 1 ae 58 <mcnmag ge nya pgglalaaenae eranaatiey dtg | 362-11, Toley etal. 1 Gas 1 arg | 1 Dorado and Vicinity— BF -dry 
36-20-5, Cosden Oil & Gas aay wan ‘drg 5-5-8, Henry Oil & Gas ee drg | 32-2-10, Lawton Natural Gas 2 ..... arg | 14-2-5, Ratts, Frazier ria 0. & are 
7-19-6, Tucker, Magnolia Pet. 1 . ‘are 9-5-9, Ford, Simmons et al. eee beseennatietes arg | 32-2-10, Culbertson e “ee } Drilling 1 drg | 4-2-5, Graham, Victo io SFT RROD Ne 300 
6-19-9. Burk Hoffeldt Oil 1 ....... -arg | 20-4-5, Victoria — RR Oe: drg | Near Lawton, Guarantee. Gas 6... pad 21-27-4, poate, Magnolia Pe ee Malas ostee dry 
7-19-6, Magnolia Pet. 3.0.0.0... Gre | 0-2-4 Apple et al. L.-._.----v----+ee++e0e0s arg | 36-2-1 = seg as i aller cal apeata ahaa rg | 22:20-& Harrington, Gilliland et al 2... 
1-19-5, Alice Katherine Oii 1", “ldrg | “5-4-8, American Oil & ib ag enable arg | 36-1-15, Douglas oy clioambicienemmant ts. arg | “4-26-5, Graham, Cassidy Oil Ref. 5 
-19-6, Canfield et al 1......... ‘Se | Sot Fore, American Of 1 ..........-.-- rg , 34-3-14, Princess "idee 4-26-5, Dillenbeck, Na i G & Fuel 5..gas 
» Carter Oil 2 .......... -Grg | 10-3-4, American Oil Ref. 1 .......... Sos goog we pp arg | §-96-5, Anderson, Emp oR ge al ih ciate 
, Twin State Oil 1 ...... -arg | kell County des | 016-3 Giecker, Pratris Obl Gas i “rg | 16-26-5, Thompson, Leon & Fuel 50. 

9-4, Mullendore Fd oes -drg | By Sam & Tey Re ena — | 28- = -2, as ‘Ol & Gas 1 “are 31-25-5, Hale, agg oe Baar Rand & Fuel F 
29-18-5, Owen et al. 1 .........-. are & © PERRIS Bicsvevescdoccsnss | 18- 5, Gu Gas arg 31-25-5, Adams, Emp G. 63. ; 
5-18-5. Pan American Oil 1 7-9-23, Pionee ES RR OT arg | 1- 6-4, Prairie Oil & Ga ri Sinclair O & G. 

of Sinclair Ol & R. 1... arg | %5-818 Glayds Belle OM T.-.0. 0c arg | 93. 5 Nemo Ol 1 s.oo re | 31-25-5, a seem Henge tb Ng Si ali 150 

Sinclair O .drg | Producing 1....... = 8 kle " “CTS | 33-25-5, Stokes, Pp >t, 1.. 200 

9-5, Sinclair Oil & K. 1. .-drg | 7-9-23, Pioneer Pr Tee Oak teas Oa Gee te Gre | °3-26-5, Opperman, ~a rong “gg ed elie 

Sinclair Oil & R.1. ‘arg | Grant County— Oklahoma Oil 1..drg | et. © Vindicator Ol) 1 ot 8-28-5, Anderson, Empire G. rs . 
-6, Hughes et al. 1 ...... - Tig 926-29-4. W. New York & Ree 4 drg | 34- 8-5, Vindicator OT aR Sans” + 25-5, Atkins, Compton et al 5........... 
Cc. B. Shaffer 1 : ria Grande Oil & Gas 1...... Oklahoma Star O men 22-25-5, Iby Oil & Gas 3 
8-18-6, C. B. S Gre | 2-2-8, La Norie Grande Oil & Gas 1...... rig | 8- 9-5, 3-26-5, Thomas, Selby 2 
13-19-5, Roma Oil 1. dr | 33-29-7, American Pet. 1a... -.......e0sse000. dre | kfowa County— ton m9 Ts Veen org | 16-95-5, Robinson, C. B. Shaffer 12... 
6-19-5, Roma Oil 1.. arg | 15-35-8 Oklahoma Star Of i..00000000000 rig | Near Gotebo, J. 14, Nation et al 1.......+s 4r6 | 16-25-5, Robinson, C. B. Shaffer 13....... 1. 200 
ir Oake., Oklah 2 - drg 2-27-3, Devonian Oil 1 Seis ereonasneehereesies rig | 31-6-19, Water Ge Ge! Bsivcusoscass ae Fulkerson, Empire Gas & Fucl 1.. 
28-19-4, Wagner, ge ol atl Gr& 19-25-5, Janes & Co. 1 ............00ee0000 | ,Beckman ny ee shut down | 0995-5, Atkins, Carter on he * 
“9.16 % oj was 20% -28-5, i ae Rae if 
Ab sre al Roxana cng ee rd ie ee Diccuncisnssdipeshacape drg | A sl Erick, Beckman O. & G. 1...shut down 15-26-5, Hattie, nee Bctad Peron ee 160 
“19-5. wi YE eee . ee ea oe ee rersenrensesene son County— 26-4, A Hedieg eaielamat ied env ata ie 
#04 Leg. bexean BOGE: 'Doncvsnnnnueonnonpe pond 15-4-10, Jones et al B covnsere Page Varman et al 1......... ee ~— 27-25-5, Skelly os ae & Fuel 28... 15 
yi #4 Custer, Fortuna Uil 1..........0.000. ice 29-1-10, Charles Douglas 83-1-22, Thorn, Creta Oil & Gas 1..s 36-25-4, Hpneeroed Empire Gas & Fuel %... 15 
1-19-5, Fortuna Oil 1..........0.00+- tissee4T@! Murray County— é nag 5 arg} Atoka Counjy— shut down | 21-25-5, dgberg, Empire Gas & Ft | 29. 150 
19-19-5, Miller. Magnolia Pet. 1.......+.+++++ arg 9-2-2, Wolfe, Kumfort Oil & Gas 1........ | 10-1-11, Cairo Oil & oe 2. Pena rtite shat doen Ss: a alto GU @ Gas 1.2... 200 
SPD MEV DNG AI Me ccccsnsvorcennver=soicene TS Logan County— See ee ee ee hai) ae ee d Vicinity— 
'7-19-6, Page, Gypsy Oil as ee SS Ce ane, Revonconanosensetant -drg | 4-2-11, Trethman, ee AG. 8+ CFs | ste k Parlin, Geeat Western Ot! Loo... APY 
eee eee eas tan te ~~ SS See oe cot OF t..,.--. Ldrg | 8-2-9, Pingee Dette OF 1.......~----- acm 33-28-4, Aadatkin’ Searia O ai 350 
25-18-5, Oklahoma atu 3 hie 28-17-1, Carter, oO. Ayala: .drg 8-2- 9, J. \° il 1 2 .arg - My Waid Ot. AN Eas. a co eccehoece ee 
vunty— -17-3, Miller & Smith 1............. irg | Near Atoka, Olive O yo fe ge a Ea Berean ‘ 
“= ee Ee eee ene ere arg wise, Big Star Qil 1...;..00-..0: are 34-2-10, Beson Ol! 1 . “ate 16-21-4, oe age, Bio gg e¢ -- 0 
ie gts nag Ses Bet © Seek 2....;.. ge body os > ede Smabakapase amaenbaneane iS! Se Verav, Eapite Ga) 8. i. ee 
7-17-8, Chalker, Rood et ois sauesoe reheaee arg 9-18-2’- Mulhall, re : 3-11, Smith et al 1.2... 8-28-4, Varner, Empire Gas & Fuel i7.... 400 
Sat Aces W.& Get cc 2a eee oS oe Sy iy + a ar | 16-28-4, Moyle, Empire Gas & Puel 4.2.00... 4 
en za8 1..... -17-4. Carter Oil 1......... -17-3, oles face ee tarts a aR RT ~26-4, ° i Bes 
1218-6, Geary, Butts cM “his. Gosden Oil & Gas ipa, Meeker Oil & Gas 1.......--. shut down | 16-28-4, Curry, sham, Bmpire G. & Fis: a0 
Washita County— Choctaw County— ..drg | 7-13-5, Sparks Oil & Gas Bare eee eae Fe) drg | 16-28-4, i *“atnut Ol f.:....;... 175 
29-1-i6, McTom Oil 1..... tel ies 32-5-13, Harmony ‘Onl & GAS............00.- | 9-15-4, Kendrick Oi! & vr "ACE drg | 19-28-4, pom Gililand “et Ree 125 
36-1-15, Hall, Douglas et a LeFlore County— Flore G. & E. 3..drg! 10- 3-4, Oklahoma Star a eae le maT arg | 21-27-4, Loom ae tk ars 
10-7-17, Hinton, Ridnour et Near Poteau, Ferey, Le ‘ | 29-17-2, Universal O. rg ie og Bell’ Ebano PIP Bilin chaxstesas censecee = 

Seg egg: oe oa ee ee ee ts Beh ae em je arg | 28-27-4, I aa 5 
Wood Home Producing 1..........+++++++- arg 21-8-6, Reese & Crawford Genesee pe aaeY cera drg| 6-5-13, Callopy et al. Reena “Kage eae ..drg | 28-27-4, Bell, i NA -August Oil 2...... dry 
SR SRGEE COE: GB Bockssscdconsniavadcwsws 6-8-6, Whitewright Oil & Gas 1...... Near Cement, Kesche “a ORD anes ae drg | 34-27-4, Tayior, Gilliland et al 1..... ey: 200 
we ee OS Oe ak ee drg  32-6- 9, Oklahoma Star Oi peesartemerarens drg | 16-27-4, Loomis, nella Pet 9. 
93-23-18, Nelson et al 1...........cesseesseeees 4-3-1, Burke & Elliott “Es Oar : 5-12-11, Smith, Johnson Drilling i CHEN ETS rig oo Secor in Pet. 13 

oyah County— -1-2, Murphy e -12-13, Sm ° IRE 27-4, , cS 
1911026, Sequoyah Oll & Gas 1....... veeeee PB 29-1- 2 Lewis et al. dies: Pons TE at Dorris OU La isesseesseeseessecsseenes ae 23-21-4, Se Bers te... 

ble County— ee ee eee Oe rig | 21- 2-9, D. & H. Oil 1.:......... 28-27-4, Be ats: 

19-20-1, Noble County Oil & “2 ga aeLe = 26-3-4, Oklahoma Star ee arg‘ Grady County— Hur Olt 1.;,.3..; shut down | 9-27-4, fT oeathto Eh basen Oil 2 ‘ary 
8 mi. SE., Perry, Southard et al. 1...... arg 8-5-1, Spectator Oil 1......... -drg | 18-5-6, Cooper, Ben Oil 1 ' ‘ut down | 22-27-4, Herring: r Peoples O. & G. 2. “ary 
20-24-1, Southard, Glenrose Oil 1 sestensenses 26-3-4, Dumenil et al. Resets arg! 8-6-6, Jones, Alberta Ooze down | 8-27-4, Knowlenbe ie: Oa 6.10 8 309 
17-24-1 W., Glenrose Oil Sizehoae lean. ae 3, Oklahoma Star O ~ | 20-5-8, LoGrange. Lillies ie ..drg | 17-27-4, Scully, pratt a 2 ok, mamphanhers 
99-93-2, Hoover, Mid- Con, Petroleum 1....8 arg 6-5-3, Taylor, Watchorn et ai i.. | 27-4-5, Uncle Sam Oil 1 .......... ti-R-4, Boully, Pratrie O. Gas & fuel i. Prod 
8-20-2, Tobin et al. 1 --.-.-seese-sesneseesrees drg 30-4-3, Coffee, Watchorn e oss | Cleveland county: teeseseeeeesGPQ | 9-28-4, Ralston, nes rO. @G. &........ = 
oak, Gosden Oil & Gas 1 reecsreccccsecesc@f@ 2-9-8, Chaffee et al Oi 122. ge age hs SE penceach tegen ++-GTg | 15-28-4, Brown, Monito Bk Pet. hooks. 
9-20-2. Roxana Seen rEEn B conconnueessinten drg 10-2-5, Black mee 6 29-8-4, B. & R. OU 1 ...ceeee.eeee 9-27-4, Anderson, Beane HE hg Meatensan: = 
62% ag gr ap eennsenstiecs: rig 34-4-2, Ole Oil & Gas Washita County— 1 ..drg | 16-27-4, Scully, Prairie O, 9 anise 
3 E. N. Gillespie . ohenpebansecsivne rig 28-8-4. Beer “reek Pet. 1. Sec. 30, Southeast of Rocky, unknow 16-27-4, Loomis, Gilliland as seseeses 

ie 08 REM. T. Scnc heaton cokdooctee Oklahoma County: on: COOL: fs Gilliland oc eescccce 

ee Gillespie 1 .... ean 2, Merchants Oil & Gas 1...... vw N.E. Willow, Beard et al L.......drg 21-27-4 Loomis, 

E. N. Gillespie 1 B 38-14-1, McGinley et al 1...............5 

: E. N. Gillespie 1...c.cscccccccce eves 
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18-29-65, Fox, A-1 O11 1 15 
Knollenbperg, Mid- Kansas Oil 2. -sdry 
ht gh Wolfe et al 3. 


& G. 
Sully, Prairie Oil & gan 12 
Foster, Magnolia Pet. 18 
Penley, Empire Gas & Fuel 10.... 
Penley, Empire Gas & Fuel 12.... 
Empire Gas & Fuel 15 
Collins, Empire Gas & Fuel 1 
Collins, Empire Gas & Fuel 2.... 100 
Hanes, Empire Gas & 
Hanes, Empire Gas 
Varner, Empire Gas 
Varner, Empire Gas 
Cunningham, Empire G. 
Deal, Magnolia Pet. 5..... ry 
Anderson, Magnolia Pet. 4........ 300 
Carter Oll 1....es.eeeeeees dry 


33-26-18, "Tease Kansas & Texas 


Wells completed ...ccccccscccscccccecsscees 


a0 
te 
me 


Franklin Couniy. 
Miller, Koester et al 7 
, McCandless et al 1 
Ellis, Hall et al 4, 
Carpenter, Roat et al 6 
Smith, Valentine et a 1 


Harbison, Milligan & Reid 1 
Moheram, Alfolma Oil 5 

Moheram, Alfolma Oil 2 
Chambers, Milligan et al 2 
Barnett, Franklin Co. O. & G. 1.. 
18-16-21, Carpenter, Octo Oil 6 
3-16-21, Ackey, Anker et al 2 
34-16-21, Landgon, Koester et al 5.. 
34-16-21, Langdon, Koester et al 6. 
36-17-21, Miller, McEwen et al 10 
7-18-21, Ellis, Lawrence Oil & Gas 9 


> > > > > PP > 


tats 





BRE BEER RES BS SB BS BR BS 53 88S BS BS SBS BB HS HS GB 


> 


-dry 

McGrumley, Gordon Heights Oil "iy sr 

Martin, Prairie Oil & Ga 
rown, Monitor O. 


Magnolia Pet. 5%.. 
Hale, Empire Gas & Fu 
Hale, Empire Gas & Fuel 66 ° 
Huston, Empire Gas & Fuel - aves 
Empire Gas & Fuel 41 
Empire Gas & Fuel 42...... 
Empire Gas & Fuel = ocece 
Empire Gas & Fuel 44 
Empire Gas & Fuel 45 
Galbreth & Compton 4.... 


PAPAAAR AES 


Wells completed ...ssseccscececccecenseres 


ANNA OT 


5- 1- 22, Beck, Powers et al 2 
rane, Mickey et al 1 


9-17- 23 Phillips, Week, et al 2 


BEBSESRARRRASNSEcRa wacom SEER Res 


BRR 


x 


6-17-22, Harbison, Reed et al t.. 

31-16-23, Durham, Stover et al 1). = 

24-17- 23. Marshall, Mickey et al 1. 

9-17-23, Gilkey et al 7 

31-17-23, Finney, ge a Oil 5 
» et 


ee eereeereereseresseesee 





Chautauqua County. 


12-31-12, Carpenter, Inter Ocean Oil 5.... 
34-31-12, Marnton, 
Hazlett & West 1 
Wells completed cocccccecsencccccescceeres 





Fee, Ross & Clark 8 ........-se0000d 
. Boslin, Seth Ely 8 ......... Saecessae 
, Ecker, Fletcher et al 1.... 
io gol Bros. 15 .. 


eae 
a92sd psy 


West of owen Valley, Hemrich, swe 
BI Licncccncccccccescccsccscgeccescs ry 
| Dack, Small et al 1. 
a ’ Heydrick & Huff 1 
, Overleas, Charles Bliss et al 1. 
, Mound Rcgid Oil & Gas 1 


on et al 1 
12- 33- “18, ogg ‘Sperry Oil & 


34-31-12, sped . Hazlett & West 10 
Cowley County— 

36-32-4, Fox, Arkano Oil 1 

24-34-6, Oklahoma Gasoline & Pet. 1 

13-30-3, Houser, Wichita Natural Gas 1..dry 
-30- 3, Houser, Commonwealth Oil 1 .... 
Pottawatomie County— 

34- 6-11, Rokes, Empire Gas & Fuel 1 


Dennis, Nelson et al 1 os 
Rogers, Interstate O. & G. 4...... 
Chance, Glannigan et al 13 





MES 
Bees 
4 
SoReS 


SLRLREERBLLSS LLRBRERBSE 


wit —erlertartated<t<4 
ee eet I 


RR 


Donahue, West & Hazlett 1 
, West & Hazlett 9 
Thomas, Denman Bros. 3 


i 
. 2 


Trasher, Bell et al 1 
Trasher, Bell et al 2 
Prairie Oil & Gas 2... 
, Prairie Oil & Gas 3... 
a Prairie Oil & Gas 4 


PB 
eu 


B 





s y: 
34-17-7, Mofett, Empire Gas & Fuel 1 
23-17-8, Frank, a. eae & Richards 1 


Hancock, Denman Bros. 


Cokin, Elgin Oil & Gas 8 


y 
2-20-7, Kaufman, Empire Gas & Fuel 1 
Shawnee County— 
16-12-14, ae eee Renker et al 1. 


11-11-9, Root, es Gas & Fuel 1 
Woodson County— 

31-26-18, Tuttle, Lone Star Oil 

30-26-18, Soloman, Star Oil Co. 1 

30-23-18, Abst, Neosho Oil Gas & Ref 1.... 


BPERREPREE 


—) 


aL Gray, Denman Bros. 


bea BSaa SBIR aw BBowwBaks 


Wells completed ........ 








Wells completed 





, Cooper, Harris et al 2 
Vanderhoff, Hale et al 1 5 
, Hutson, Anticline Oil & Gas 3...gas 
. Fee, Barley et al 16 5 
Argo, Prairie Oil Ff Gas 1 
Hoss, Herald Oil 4 


Ga 
Gas production LE 
RIGS AND DRILLING WELLS. 


Near Coffeyville, Orrisin et al 1 
Near So. do. Etchen, 
Mosier, Daniels et al 1 

i. north of Independence, 





4 
Near ot 7 poor omnes Combination Oil ay 
Gas 1 





Wells completed ......eeees 

ti , Evitt, unknown 1 
, Economy Oil & Gas 1 g 
Independence partics oo 





, Sayre, Evans & McGovern 2 , Thomas, Gries & Pringel 1 
, Braden, Paramount Oil 
’ Turner, Koney et al 9 
powers, — Schell 3 


22-27 

16-27-18, tie Sealy Ww 
Evans & McGovern 
24-21-18, Taylor, Wells et al 2 
Evans & McGovern : 
Paramount Oil 7 
30- 21 18, Barker, Barker et al 2 
22-27-18, Turner, Koney et al 10 
1-28-18, Walker, Devore & Cooper 2 
22-27-19, Howard, Midwest Oil 6 
, Paramount Oil 1 
, Paramount Oil 2 
Elk Creek Oil 1 
Elk Creek Oil 2 
12-27- 18, Kelley, E. M. Cooper 6 
4- 27-18, Nequest, Central Oil 7 
20-28-16, Converse, Moore Bros. & Loy 3.. 
10-28-19, Hodgen, Moore Bros. & Loy 6.. 
22-27-19, Howard, Mid-Way Oil 6 


Wells completed .o.ccsseccsesseceeseees ab 


Rogers, Gries et al 5 


Gladys Belle Oil 2... 
, Gladys Belle Oil 3.... 
Gladys Belle Oil 4... 
Gladys Belle Oil 5. 





, Snell, Consolidated O. & G. 
, Hunter, Williams et al 10... 
Dixon, Continental Oil 12.. 
Fee, Lucky Beck Oil 14 


Sawyer et al 2 ....cccccce waewnesia ee 
Fredline, Doretha Oil 5, 6 


Cox, Sunflower Oil 4, 5 

Scolville, Oklahoma O. & G, 12.... 

, Scolville, Oklahoma O. & G. 13.... 
8, 9 


Thomas, C. B. Shaffer 5 
Tobanin, Independence M. & T. 
Dobson, Armbruster et al 3, 4.... 


-18, Newquest, Central Oil 7 


“18° Steward, Funk, De Vore & Cady 8 
-18, Steward, Funk, De Vore & Cady 3 
-18, Ewing, Evans "& McGovern 8 
Evans & McGovern a 
-26- 18, Stranghorner, Superior O. & G 
“18, Stranghorner, Superior O. & G. 5 
8, Reed, Commonwealth Oil 9 
8 Hettinger, Commonwealth Oil oe 
Morris, Laughtner Bros, 7. 
Morris, Laughtner sae 8. 





Chautauqua County. 
12-31-12, Carpenter, 
4-34-10, Trasher, Bell et al 
34-31-12, Marnon, Lowler et al 
5- 34-12, Fee, Ross & Clark 15, ie 


5-34-12, Seth Ely 19, 
23-33-11, Thomas, Denman Bros. : 
Near Gedar Vale. Shaver et al 
4-33-15, Guthrie, Murphy et al Os 
4-3-10, Heydrick et al 1 
13-34-3, Foster, Mowers et al o 
1 Mi, So. W. Halkins, Jones 1 


es 
bbs 








CEEaeEnaunnnaes 


a 
39 
030; 
_ 
a 


Hibbs, Jones Oil 3..... 
-18, ++ he ggg a 4 
Kansas & Texas 


POOR OOOO eee eee eeeee eteneeee 


Baas 
= 
a] 
i) 
_ 
An 





2 Mi. North, Peru, eae et al l 


5) 31-33-11, 


Scully, Prairk Oil & Gas Lg 


Oil & Gas 21...... drg 
Gilliland et al - -Shut down 
al 


S88 
pas 


8 
& 


Dashbaugh et al 
Williams, Evers et al 
Belort, Evers et al 8 
Belort, Evers et al 9 .... 
Interstate Oil & Gas 8 
, Floyd, eg et al 8.. 


g 
1 


tt et ee 


, Key, Prairie Oil & Gus 6 
Key, Prairie Oil & Gas 8 





3 Mi. So. 
Near Sedan, Bird, Denman 
Near Sedan, Bird, Denman Bros. 
Near Sedan, Fulton, Denman Bros. 2, 3 
NE. Sedan, 
30-33-11, O’Neill Bruen et al 


Rigs 


Niotaze, Bradiey, Small 2, 


SSSSSSSSAVRSS 
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SSN 
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ww et ad 
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eens 
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1 
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1 
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NSN SBS 0 oo e000 49 


2 6 
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BEERS 
PEERS LARA RRR 
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77 4 
bo 
or 
cr 


BRE RARER 


7 
> ee ee 


> 
i=] 
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Se $2 52 03 HB BS 8 
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Soe BSkooond, ARRRARE 


' 
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SOM 
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- se 
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aS 
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faeeesarntterys 
7 ae 


~ 


somesasevenct 1621-4, Scully, Prairie Oil & Gas $4.3. 


> PPP PSS PS eS 


ne 
= 


SSN 


Neff, iroquois Oil & Gas 1 rig 
Dillenbeck, Sinclair Oil & Gas 6.. 

Johnson Drilling Co. 
Dillenbeck, Sinclair O. & G. 


Hayman, Seven Fields Oil 1. 
& 


Sinclair Oil & Gas 1 
Grimes, Southwestern Pet. 1.... 
Hazlett, Gypsy Oil 31, 32, 
— Empire G. & F. 47 


> Gas & Fuel ee 






. Empire Gas & Fuel I18.... 
Ralston, Empire Gas & Fuel i6.... 
» Empire Gas & Fuei 17.... 
Empire Gas & Fue! 12.. 
Feltham, Empire Gas & Fuel 13.. 
Empire Gas & Fuel 14.. 
Miller, Empire Gas & Fuel 5 







52, 
Robinson, C. B. Shaffer 
Atkins, Compton et al 6 
& 
one & Boles 10 


oo Goldenrod Oil 1.... 
Nickerson, Prairie Oil & Gas 


. Gas & Fur 1 €.... 


Moyle, Empire Gas & Fuel 5...... 
Curry, Empire Gas & Fuel 4..... 
Brown, Empire Gas & Fuel 9 
Brown, Empire Gas & Fuel 








Moore, Mid-Kansas Oil 1 
British American Oil 
McCramer, Carter Oil 1 


die ies: edited anlage 


Joseph, Wallace & Mason ‘Be 


Finch, Monarch Oil 
Wilson, Empire Gas & Fuel 1.. 
Ralston, Empire Gas & Fuel 6. 
Murray, Empire Gas & Fuei 
Murray, Emp. G. & F. 
Robinson, Empire Gas & Fuel 23..drg 
Robinson, Empire Gas & Fuel 25.. 
Kirkpatrick, Empire Gas & F. 23. 
Empire Gas & Fuel 33.. 
Pierpont, Empire Gas & Fuel 34.. 
Howe, Empire Gas & Fuel 
Fulkerson, Empire Gas & Fuel 
Fulkerson, Empire Gas & Fuel 2.. 
tog Empire Gas & Fuel 23 

Howe. Empire Gas & Fuel : 
Barnhill Empire Gas & Fuel 

Marsh, Empire Gas & Fuel 
Marsh, Empire Gas & Fuel 38, 
Stanger, Empire Gas & Fuel 1 
Anderson, Empire Gas & Fuel 
Anderson, Empire Gas & Fuel 4.. 


e, Empire Gas & Fuel 7 





Cease, Empire Gas & Fuel a 





_ * Empire Gas & Fuel ae 





o 





Nx 
Terns 


, Anderson, MeMan Oil 4 
Anderson, MeMan Oil 
Cosden Oil & Gas i 
" Anderson. Cosdea Oil & 


$3 


Koogier, Lewis & Page 


KPawmoroewwon 


1 


oho 


, Fuller, MceMan Oil 2.. 

Higgins, Carter Oil 1 3 i i 

Opperman, Southwestern 
| ie 





, . Carter, McMan Oil 6... 
Millheiser, British American 6.... ri yi i 
Graham, British 


, Harrington, Hoyet et ‘ 


t 
Stobe dye 


SONNY OW xX 
. 7 
es 


io) 


t 





, Denton, Peerless Pet. 





aS ee ee 
Cosden Oil & Gas 1 


Deh ee Re 
a Sa de 


Bg 85 Og HB aS AS EB BS AP RBS 


t 


83 0 FY 


Beeman, Big Six Oil 15 








Ralston, Knox et al, 
Gunn, Hickory Oil 
Holderman, Skelly et al. 

1 





& G: 
’ Brown. Saas rry Oil & Gas ry 
Brown, Sperry Oil & Gas 5 


SSBB 





5-27-14, Thompson, Knox & Stryker 1 

15-27-11, Golworthy, i 

14-23-15, Mid-Kansas Oil Co. 1 

18- 23-14, Ebling et al 1 

27-27-13, Steinfeldt, Kansas Oil & Gas 

Near Buffalo, Johnson, Combination O. 
G. 9 





Ratts, Frazier et al. 
Allen, Frazier et al. 
Cooper, Harris et al 3 
- 6 ee aces Hale et al 1, 


5 
 Bolaten. Antieline }. & G. 


; Argon, Prairie O. & G. 


usta and Vicinity— » Argo, Prairie O. & 


Penley, Empire G. 
Snodgrass, Flint Hill Ou 
Rider, Empire G. 





Minor, Mid-Kansas Oil 1 
Moore, Prairie Oil & Gas 1. 
Prairie Oil & Ge 1S 1. 


we 
e7e? 


Moore, Butler Oil 1 
obo Guarantee Oil 1 ... 


_ 


Powell & Wise i 
Piper, Lucky Eight Oil 1 ..... 
Piper, Gold Dollar Oil 1... 
Snodgrass, Cullinan et al 
Thompson, Hercules O. & G. 
, Great West Oil 1...s 
Wichita-Auzgusta 
Monitor Oi: & Gas 14 
Monitor Oil & Gas 18. 
Monitor Oil & Gas 
Monitor Oil & Gas 23, 


-18, Sayre, Evans et al 4 
-18, Turner, Koney et al 11 
-19, Braden, vege fh oil 8.. 


“19, Howard Midway ‘. & & 


"Devore & Cooper 7 
COMATEY OI) Si 6.00. 000005 dr« 

Paramount Of & 4.<.. 

a8 Rely, E. M. Cooper 7.. 





Roe SSERaos ae 
SRK EPPS ARRERERES 
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THE OIL AND GAS JOURNAL Thursday, 
Rigs ..... steeeneeeneeeeee - 2! Saline County— | Riley County— ROOK sosiivdvceencecassccccanere 641 145 
WwW ells drilling ewbbeccves peieaakeyen 17 , 20-15-3, Ostenberg, Fisher et al 1............ Tig ; 2-1-5, Witze, Gypsy | Pee eeprom fee er 12 66 78 
Republic County— | Harvey County Healdton ... 73 80 153 
BORE ccaceaicncarnseeisscabeeesccsbtoessied Ae “19 | 24-4- T. Coubs, Jayhawk Producing 1...... rig 1-24-2, ethane, Monarch Ot Bocce oseces set | Wildcats ........... pos ae 341 412 
-———" County. suaeen. Jones et al 1 ri Rigs a w5 oR 
33-26-18, Newquest, Central Oil 9, 10........ Hohensee, Jones et al 1............ rig Wells MARR s vconcs loos < nos phos ose a toons sme reed pp ond bap ba 
17-26-18, Morris, Laughner Bros. 9.......... Witcher, "Alexander Sheedy 1...... drg Basen, otal January .......... 288 1,226 1,514 
34-26-18, Reed, Commonwealth Oil 10 , Miller, Kansas Natural Gas 1....drg WORBI ocnssre uns doses BPeaePR saheas 27} aa eth Cone 
34-26-18, Reed, Commonwesith “oe | NE 4 Munroe, Suppes & Bachares 1....drg METALS TICTEASE o0eeeeseeeeeeees 27 190 17 
3-25-18, Ewing, Evans et al 10..........-.-- rig , Gladfeter, uffalo --Shut down a ees 
33-26-18, Steward, Funk, Cady & De Vore Cowley County— ARKANSAS MID-CONTINENT. 
10 ence cece eens ncseneeecnssscseeeeeses drg | 18-30-4, Kerr, Big Bend Oil 1................ rig . a ” 
26-26-18, Baker, Young Bros. et al 4........ drg | 15-31-5, Cochran, Benedum & Trees 1...... arg . —— Summary of Completed Work, 

26-26-18, Baker, Young Bros. et al 5........ rig | 36-32-4, Bardford, Empire G. & F. 1, 2....drg WELLS COMPLETED. Comp. Prod. Dry. Gas. 

33-28 26-18, Stewart, Kansas & Texas Oil 36-32- 4, Keithley, Empire Gas 4% Fuel 1, 2. drg pears Oklahoma ....... AP 494 32,836 ao | 32 
eS | eee. 36-32-4, Hibert, Empire Gas & Fuel 1...... rig| Crawford County— Kansas 5 <a 14,609 44 21 
15-26-18, Stranghorner. Superior Oil 5 36-32-4, Peacock, Empire Gas & Fuel 4, 5..drg | 21-9-30, Skelly et al 1.....-.seseeeeeeeeseeeeee ary | Arkansas 0 6 1 
16-26-20, Hibbs, na Oil 4 seonare aoe Graham, Empire Gas & Fuel 2.... rig 7 30, oo Wildcat Oil & Gas 1...... gas Pio. eo er 
23-24-18, Wilson, Ison et a . -31-4, Clark, Little Pirate Oil 2............ rig ‘0. ounty— m4 . 
16-26-20, Ross, Bruen et al 12, 13........ ....drg | 17-35-7, Fall, Standish Oil 1..............., Me  26-6-32, Graniss Oil & Gas 1........ iticnnparsl dry ren pec ibaa siamo ed re - 4 
—— | 12-35-7, Olsen, Muriel Oil 1......... drg | _ Howard County— anuary ........ 58 , 
censeesusnse scvccccccsccccccsssccccscoses 9 | 18-35-7, Le Master, Standish Oil 1 ....drg  29-9-27, Perpetual Oll &. Gas 1.......00.6...88y — ——— eed 
Walls MAMMA cs cspekcncebicadseesebuacee . 14] 12-35-6, Miller, Standish Oil 1................ drg | Logan County Difference -...3..<.... +. 177 - 17,067 49 14 
—— | 8-34-6, Esch, St. Lawrence Oil £ i “are | 19-7-25, Central * Coal Oil & Dev. 1........ dry c re 

Total ....ceceeeeeeeee eoencsesescoeooes eer fe A eS eR ee vr | Miscellaneous— Summary of New Work. 

19-33-17, Radcliff, Grayson et al 1 ..drg | Near Rock, Independent Ol Gas .t...545 dary Rigs. Drg. To’l. 

Franklin County. 18-33-7,'Andrews, Devonian Oil 1. ..drg | 29-7-3, McGoos et al 1. Oklahoma. ..........0..... vooee S16 1,416- 1,732 

South of Wellsville, Kansas City parties Ldrg 32-35-4, Varner, Lucky Varner Oil 1.. arg Kansas ‘: 436 631 
2-16-21, Graves, Rockwood 0. 30-31-4, Watson, Cowley Oil 1................ drg aga rae oenetel Arkansas 28 3) 
4-15-21, Smith, Valentine et ge i> a D ncag et al 1... bioxonereones arg | ERD Tee Cee 
18-16-21, Ca mter, Roat et a . -34-4, n so., Creswell Oil 1............ rg | f ai 
9-26-Gh, Miller, Mepber of al %.........-.0-0 35-34-7, Coffey et al 1.........0.-+ ‘dre | : Seer ee, a aoe 
28-17-21, Marlow, McCandless et al 2...... rig | 13-30-3, Houser, Wichita Natural Gas 1.. .-drg | AND DRILLING WELLS oe  CaeraS. Some 
7-18-21, Ellis, Hall et al 5............ ‘arg | 24-30-3, Houser, Commonwealth Oil 1......drg | RIGS A} : “ote pitt me 

8-17-99. . i st al 2 “arg | 14-30-4, Maginus, Cowley Oil & Gas 1...... drg | — CTENCE 2. sess eeeeeeeeeeees 51 265 
6-17-22, Harbison, Milligan et a “4 : 

»0-16-2 Oil 6 ........ rig | 16-30-4, Strakey; Pluto Oil 1..... RR | Crawford. County— _- 
4 ~ — oe A ans : 3 inn 4-31-3, Golden Harvest Oil 1. 30-16-31, McDonough O. & G. 1 drg 
9-16-2 acakere 3. HH. Mitlican &...<cc -31-3, Sees 30-3 , McDonough O. & G. 1.............. es 

14.0 . ~ . $2-31-3, Lippard. Prairie Oil & G ‘ 32- 9-30, Montgomery, Clear Ck, O. & G. are 

AEB, Barnett "snktin County” OG | act MEM, Ronfwer oll Set tare ba Appiciyr Ceéyerct a ie--arg| TEXAS PANHANDLE. 
: 7 r 32-4, Peacoc chita Natural Gas rg , . . 1... : ——_ 
si-~anschmaraieadaiion i & | 21-32-6, Valack, Roxana Petroleum 1......drg | 29-10-20, Wildcat O. & G.L ...ssesseeeeeeeees drg WELLS COMPLETED. 
. 31-32-8, Great Southern Oil 1................ oe 9-10- | McDonough et al 1.......--.eeeeeeee drg wi cay 
Sat cone, cas Oe tee ee es Seas Wieita, County. 
-S-4, Green, @ TOE Ginvcscvcvccacescsvce ~ 9-0, ea PECK VU. GW UU. G.cesereseoeeee 0 a 
27-34~-4, Land Co., Crawford & Shephard 1. rig | 29- 9-30, Clear Creek O. & G. Rac rie Bickley. Producers Oil 61............seeeee 60 
eee Sccbiepbcnubecon veseseessees 13 | 16-34-6, Esch, Wolverine Oil 1....... “dee | 29 Se ee 0. & G. 1....drg | Bickley, Producers Oil 59.................00 150 
22-34-6, Harmon, Crawford et al 1.......... 9-23, Underwood Prospect O. - T-.-Or8 | Waggoner, Producers Oil 80.............00005 150 
Miami County. 15-35-4, Bennett Oil. Gas & Exploration 1. are “Scott County— Bickley, Producers Oil 48..............seeee 10 
_ 3 12-35-7, Olson, Gilmore et al 1............00+ 35-3-10, Mitchell et al. 1.......0.e-ese- tteeeees arg |ir & T C. Magnolia Petro 5G 
6-17-22, Crane, Mickey et al 2 ....... osonslltye ‘b i g | Franklin County— ‘ . C., Magnolia Petro'cum 18.,....... 
5-17-22 Crane, Mickey et al 3..... iT rig | ,2730-3, Daniels, Gypsy Oil 1....... os yd Piper, Magnolia Petroleum 9 

gh ater dre | 20-30-4, Pierson, Crown Rock Oil 1 rig | 32-8-26, Jefferson Oil 1....+-..+++e++seeeeereee Waggoner, Producers Oil 71...............o 50 
9-17-23, Phillips, Mickey et al 3, 4. -4'E | 3639-4’ Peacock, Empire Gas & Fuci 2, 3..dre | 21-9-28, Travelers Oil 1.......0000.-- , Aid Ms 
24-17-23, Marshall, Mickey et al rig e—~#y ‘ 33-6-28, Unkno ina 1 Waggoner, Producers Oil 120.............00+ 5 
5-17-22, Beck, Powers et al 3 9 bet Be dl gg - 2 re ae eee Skinner, Producers Oil 1..... 100 
Dae ee eee eee Ene gore ge 9-35-8, Otterbeck, Great Southern O. i..drg| Hempstead Coun W. ak PaOM CATS ONT BE 6 
6-17-22, Harbison, Reed et al 2..... ..drg Woodson County— 12-12-24, Hope oer Works, Boe eres ...arg aggoner, Producers Oil 55. ‘ 
5-17-22, Wood, Billengslea et al ..drg 4-24-13, Sperry Oil 1 ri 31- 12-25, oe RST ge EE REISS. | dre SO, Wc sa RRM Mito sito ae sins sc ive San oo cocomt 15 
17-17-23, Gillings, McFann et al 14, 15......drg 29-25-17, Hartwig, Arvonia Oil 1... 9 4 Conway County— Miller, Gulf Production ............. arteees ry 
5-17-22, Woods, Billinslea et al 11. .drg * z a 14-O-16 Trafien ot al” 2..5..cvcccessessc0060,0PY 4 T: Magnolia Petroleum 19...... 10 

. 5 6 a 9-24-16, Shannon, Imperial Oil 1..... -» rEg . t Stringer, Producers Oi) 63 1m 
ce Billinslea et al ee — 25-24-13, Gustin, Hatfield & Teeters 1...... rg Boone County— Stringer, Produccra Olt 50 
$1728" Wingert, Whiteford glare oe 2-14 Timms, Neca woip ata Oil 1....drg hie ee ee oh Ki..--. oi eae oo adty McBurney, Producers Oil 12. %) 
4-17-23, Travis et al 8. 9 ...........0seeeeees <a dae eee org | 97-9-29, Owens, Ranger & Leschwn 1........d%g Waggoner’ Bros.. Culbertsoh et ail 5...... 159 

. —; | 6-22-13, Miller, Barrickiow et al 1.......... arg Mitchell et al 1..........-.seeeeeeee oosQ0g fee) Se Pe See ae ns at 
:. R, R. Allen, Magnolia Petroleum 6)...... 35 
welts “drillin RAI CMAN S59 15 4-23-13, Inthum, Warner & Hout 1........ arg Pa gy Se O1eéG 1 dr Corsi- Honaker, Magnolia Petroleum 12.. 25 
iia mealies — | oes or mrenceae Ras Meccmeellees: rg Sais Mier tomate Ree nate . Hamilton, Magnolia Petroleum 26.......... » 350 
BORER. Kicctenecowrdditiocisvsccenscdrscdseneons 17 2-25-11, Christie, Kansas Distributing 1.. - He 25-11-29, Pittsburgh Oil & Gas 1....... soos Wells coiupleted 
Wildcats 3-25-13, Cornish, Hatfield et al 1 ; 22-11-31, Fort Worth parties 1............ .-..darg New production 
. 13-26- 8, Stanhope, Great Southern Oil 1.. | _ Benton County— Dry holes 
_Labette County— 12-26- 9, Christie, Wichita Natural Gas 1..drg | 26-6-31, Nr. Graves, unknown l.............- drg VY MOLES co reseeececececeecececcecererceees 

7-33-17, Clover et al 4........cccccccssccccees drg | 14-26-10, Tucker, McGinnis & Hastings 1..drg| _ Saline County— Burkburnett. 

13-32-18, Sonora Oil 1 -° 1-26-12, Livingston, Williams et al 1...... rig | Norton, Bell ct al 1...... strseeeeeeeseeeeeeesGFB | Schmoker, Magnolia Petroleum £5........ 25 

7-33-20, Sonora Oil 1 ............+.05- 29-26-13, Unknown, Schwartz et al 1...... drg | _Miscelleanecus— Reilly, Magnolia Petroleum 382............+. 5 
8-32-19, Jones et al 1.. 36-27- 8, Edgar, Sinclair et al 1...... shut down | 25-11- 8, McDonald et al. 1............. ocbiies Ruyle, Producers Oil 1......cecccccceseeceeees 5 
21-33-17, Bliss et al 1 25-27- 8, Lewis, Empire Gas & Fuel 2..sh, d, | 22-11-31, Buchanan et al. 1.....-......- Lohoefner, McBride 3........... Ne 
9-33-19, Waterhuse et 8-27- 9, Beedles, Beaumont Oil 1.......... rg At White Cliff, Ranson et al Warren, Chenault et al 3. . 15 
7-33-18, Sperry O. & G. 9 d 19-27- 9, Riley, Derby Oil 1.......... ee a OCDE APNE Bos sca wasn socaceessuae Rexford. Bradford 1....... aa ah ce 
South of Mound Valley, Nelson et al 1..drg | 15-27-11, Rice, Fink et al 1.......... rg Pope County— Gaunt, Gulf Production 6....... hey 
7-33-18, Updegraff, Levy et al 6... ° 32-24-11, Hamilin, Uptoia Oil 1...."shut Gown | Near Russellville, Witherspoon & Co. 1.. rig Hickey, Magnolia Petroleum ae at 
14-31-18, Parson parties 1 ...... 1-25-17, Miller, Fair Oil 1.............scsse0e arg | —j; | Reilly, Magnolia Petroleum “3.............. > 
10-31-18, Dennis Gas 1 ..............++- 1-26-10, Foster eS ea ee ie 2 Reilly, Magnolia Petroleum 29.............. 15 
Near Oswego, Crooks et al 1 ..... 15-27-10, Barge, Forbes et al 1....... .drg 28! Ruyle, Kemp et al 7.......0.005- ory 

2-33- 17, Clover & Vensel 1 ...... 21-27-11, Parker, Newblock et al 1... » Tag en | mardin, Mann Of! 8.........5s00200- sae 

Martin, Kansas City parti 6-28-10, Roder, Emery et al 1......... -drg WOUtad oi sciccins sccsdcscvcsveviesvesevessscdssvas 30 Schultz, Wood-Dale Oi! 10....... ...-@ry 
, Townsend, Brunnee et al 1 34-25-11, Merhenke, Hastings et al 1........ rig ee Ruyle, C. B. Farquharson 6......... ow 
, Thomas, Gries & Pringle ; 2-27- 8, Kefold, Empire Gas & Furl 1...... rig KANSAS. Powell, Crowell & Conners 8. . 3 
a oe Valley partics Ldrg SF ars ge Empire Gas & Fuel 1.... rig ra Powell, Crowell & Conners 9. gig 
eydrick et al 1............ssesees rg ewis, Empire Gas & Fuel 1. rig = y ‘ Cropper, Plains Oil & Gas ......s.cccccsecee 5 
Stewart et al rig | 35-22-12, Hout & Warner 1..............- . rig Summary of paige ge Sey 2 . PP = 
Stewart et al -. Tig | 2-22-10, Shepperd, McMan Oi Ronchows. .drg ~ es 248 4 we Wells completed 
Helmick, Sperry Oi] & Gas 2....drg | 24-23-13, Miller, Catalpa Oil 1........... rig | Montgomery 7 New production 

33 Helmick, Sperry O. & G. 3, 4, 5, ‘6 rig 32-25- 9, Ladd, Good et al 1................6. rg Chautauqua 34 668 6 2 Bre BAGIBR 4 oncaveutaceasecbasssseacetie eres 
7-33-17, Price, Sperry Oil & Gas 10, 11.. rig | 9-25-11, Christe, Kansas Distributing 1..drg| Butler ......... 93 12,020 18 4 P li: 
17-33-18, Oakes, Gladys Belle Oil 1.......... -drg | 3-25-13, Hatfield & Teeters 1............-+.. dr EE wsasecwoe ee, 80 0 2 etro a. 

Barton County— 14-26-12, Livingston, Williams et al 1.. 7 ORIN 600500655 ee | 275 0 3| Sawdon, Producers Oil 1.......eeeeeeeeeeeee 
7-18-12, Washbaugh, Cheyenne O. & G. 1.. rig | 14-26-12, Moss, Beam et al 1............. INO occshexussoe es wee 290 0 0| Martin, Producers Oil 1................- 

McPherson County— 22-26-13, Jameson, Schwartz et al 1.. Franklin .......... eee 343 0 2) H. D. Stein, Producers Oil 
9-17-4, Sangren, Linvsdorg O. & G, 1...... drg 21-21-11, Goldworth, Unknown 1............ RMS ar 305 3 go} Dunn, Prime Oil 1.....-.seeeeeseese seen ee eeee 

Ford County— ounty— 4 ng i 
Vandeventer et al 1.......-.ssccccccccccccees 8 ae aoenee - oi Gas Rinereng e SRO | sFroatonieshtasys — ” na s hg somes 

Elsworth County— -29-13, Doyle, Bucher Oil 1............. ous SAS é ew production 
16-14-7, Reauhne, Sim et al 9-31-10, McGinnis et al 1..........ssssss. an st se nd . Big ila oka 
20-15-9, Trussell, Zahn et al 1........... Rm 2, Schull. McGinnis eb ets Sic5csee sh. a. Ota? January ck rier se 3 a Strawn, 

1-16- 10, Dounrava, Carter Oil -31- 9, Murphy et al 1.......... ee TS rg Ped ats : a 
9-17-8, Kysell, Shamrock-Cushing O. 1....drg! 4-33- 9, Murphy et al 1.... SOO EE: drg Ee 91 2,948 25 18 : ——— > ape OE: Deka ae atin des ska oie 40 

Doniphan County— 27-31-10, Heydrick et al 2........ccccccssccevee arg Summary of New Work. Fee. Texas & Pacific 
13-2-21, Nitz, Southwest Oil 1........ shut down | 29-30-12, Levy et al 1.... -drg Rigs. Drg. Total. | Fee, Texas & Pacific 

Dickinson County— 9-31-12, Vogel et al 1.. Ors | siontgom:ry ..........ceeeeeee 7 42 49| Fee. Texas & Pacific 
6-16-1, Eliason, Tri-County Oil 1..shut down | 25-28-12, Attar, Fall River Oil 1.............. Ore | Gientannis. 9 28 37| Fee. Texas & Pacific 

Be eg County— 4-29-11, Kuhne, Wilcox et al 1.............. rig BR 1 fajucanodc eae a get tate 6 144 Woe. Texas & Pacite 

SPE Ye ET | Re drg | 29-31-10, Rettig, Shaffer et al 1...... shut down | Butler . 240 7 won SS Serine 

“Sumner County— 10-30-13, Hall, Nelson et al 1.............-.0+5 drz | Wilson ... 1 13 14 Wee: moves ; Pacific 
» 8-30-2, Latta, Duluth-Oklahoma Oil 1....drg | 34-29-13, Greer et al 1........ ig | Neosho 2 17 19 Fee’ Wosee @ arta 
18-35-2, Sanner, Wood et al 1 5 2-31-12, Eastman et al 1 oS 3 14 17 PF e, Te as & Pacific 
29-32-1, Conn, Docke et al 1................ drg | 29-20-13, Adams, Ledow et al 1............ arg | Franklin 3 10 TF (pease tat  ad ? 

3-34-2, Boatright, National Union O. 1....drg | 32-29-13, Doyle, Cline et al 1................+- ORE 2 RUIRIS os inves ccabven cases ee 15 17 Wells completed 

: Montgomery, Argonia Oil 1........drg| Vernon County— WIMGRIe © S5.0e. oot cievccnecivn 54 153 207 New production 

Warner, McKay et al 1....... . Tig | Wenshaw et al 1.......... skank anes puswacsmnl dre Pat eae ee Dry holes 
Bellesley, Argonia Oil 1.............. drg| Linn County— Total fF bruary .........006. 177 43 BERS uere ere nt cae IT Oe te Sh acs 
Hanson, Wichita Natural Gas 1.. rig | Near Mound Valley, McClelland et al 1..drg Total January ............. 153 2356 569 Wildcats. 

.incoln Gon - ‘in ‘ Sao deen ox : aK ape —-| _ Palo Pinto County— rig 

-14-7, Golden Rod Oil 1................ ewesea Oi ~al~ OE A: Ricssenscense Jacques, Palmer, Owen & Wilson 1........ as 

Sedgwick County— © | 5-22-13, Donnelly et al i.. sepcaatie cers os ine 2 ner ae eS menive Gash Poet l., i 
11-28-2, Wichita Oil & Gas 1............... ...arg 26-21-14, Kelly et al 1.. : Holt, Sinclair Oil & Gas 1 
1-26-1, Fulton, Big Chief Oil 1....... -drg | 10-21-14, Union Oil 1...............00eeeeeeeee rg OKLAHOMA, Stephens County— 

%-25-2, Maximer, Noble et al 1....... .arg 31-21-10, Closse, West Plains Oil & Gas 1. ore ee Harrison, Texas & Pacific Corl 1.......... dry 

Wabunsee County— 10-22-13, Fletcher et al 1.. dy Summary of Completed Work, Binney, Texas & Pacific Coal 1............ 25 
ee ee eG ee rig | 35-21-16, McNulty et al 1.. . Comp. Prod. Dry. Gas. Jack County— 

12-10-10, Miller et ai.. Crawford et al 1... 13-22-14, Mutual Oil 1............eeeseseeee eens arg! Cherokee d. 8. ........- 54 759 4 65 | Graves, M. A. Low & Son 1.............0008. dry 
35-13- 8, Sheridan, Canadian Oil & Gas 1.drg } 33-21-14, Randle, McCausland et al 1........ arg | Cherokee s. 8. ..:..- .. BS 1,090 2 0} _ Shackelford County— 
19-13-10, Chanute Refining 1............. ri Bourboun County— SE aR _ 40 1.444 7 6| Jackson, Oklahoma parties 1................ dry 

5-15-11, Wilson, East & Co. 5-25-23, Marshall, Daniels et al L..........drg Cleveland ag thee * 9 "915 0 3 Coleman County— 

Marion County— 4-26-23, Ballinger, Holmes et al 1...... ..drg Craliine-Sheanonk.. 49 6.710 2 3| Dtickman, Robinson & Son 6............. ..- gas 
23-20-2, Lippke, Breene et al 1.............: Anderson County— “sagopa rel eameeeaae : Pope, Standard Oils .625. cocci ceiccecucess seas BO 
12-21-3. Townsend, Biglet et al 1..... ‘ 15-19-16, Indiahoma Refining 1...............drg | CTC€K --.+---eeseeeee- 266 20,783 55 16 
12-18-5, Guetsch, Lincolnville Oil Conaway County— Kay neeeceeeeeeeeeeees 1 <4 0 Wells completed 
35-22-5, McIntosh, Long et al 1 36-30-2, Lucky Leaf Oil 1..........ees+eeee+. Tig | Healdton .......... 10 1,385 0 0 New production 

Chase County— Rooks County-— WU RNUEEE sg vewewcwsnanwcks 10 150 1 2 Dry holes ...... 

22-22-98, Johnson, Hatfield Oil 1...... 13-6-17, Uncle Sam Of] 1..........sccseeeseee Fig pes tei ian 

Osage County— Rice County— Total February ...... 494 32,836 71 32 RIGS AND DRILLING WELLS. 
7-15-17, Daniels, Indian Ter. Ill. Oil 1...... drg| 3-18-6, Berge, Smoky Hills Oil 1..shut down] Total January ....... 403 22,821 48 30 
29-14-14. Bratton, Regan et al 1.............. arg | 15-18-6, Wichita Stock 1............shut down one Pe eis Wichita € County. 

Morris County— Hodgeman County— TROOBENE 5 kcavegvisnhccc. Oe 10,015 23 2 Electra— 

24-15-7, Whiting, Echo Oil 1............... Near Hanson, Crowell et al 1.............+--0rg YE F Waggoner, Producers Oil 111, 112, 114, 122, 
%-15-8, Doran, General Petroleum l1.. Clark County— Summary of New Work 1 Ne re iS. es 4 

Shawnee County— 17-31-23, Young Bros. ranch, Bluff Creek Rigs Dr To'l Waggoner, Producers Oil ti9, 121, 

23-11-13, Bush, Barnsdall et al 1........ -... rg Oil & Gas 1.......... océnssvecsonseeeel Paitin rs ‘ . 66 W. P. Bickley, Producers Oil 45. 

Pottawatomie County— Harper County— Cou acciertaneg > ap Mead aceite * 49 35 Skinner, Producers OiP 21, 22... 

24-9- 9, Hooker, Crawford & Jennings 1.sh. 4. North Thompson, Taylor Bros. 1...... ..drg | Cherokee s. s. . : 47 | Stringer, Producers Oil 10 (dpr.). 
35-9-10, Pruty, Crawford & Jennings 1....drg|3 Miles N. Harper, Elvin, 2 Oil ‘cane Osage ..... tenes 9 53 62! Stringer, Producers Oil 76 

Marion County— Crawford County— Cleveland .......-++-+++ 6 43 49| Stringer, Producers Oii 75 dr 

12-21-13, Hutson, International O. & R. 1... rig Unknown parties 1......sccccccocccscsseeseeeeGF§ Cushing-1Shamrock ..... 2% 9% 191 Two Bywaters, Producers Oil 42, 41, 49, 


oe PR od 2S het 


a het ed 


Oss wer oOrMS fy 


25D SaNrONMse-AOReaso 


March 15, 1917. 





THE OIL AND 


GAS JOURNAL 


49 















Gh, GR GF ncciccccccce oss Wom es Martin, Robertson & Son 2 ..........shut down 
Ww. B. Honaker, Producers “Oil 46, , 52, Switzer, Hart & Son 
W. B. Honaker, Producers Oil 49, “ie abors, Horton 
R. S. Allen, Producers Oil 26 (dpr.) .drg Morri<, Pree Petroleum 1 eee 
W. P. Bickley, Producers Oil 49 «. Mg karker County— 
eeemeper ry Producers Oil &... - Tig Mortens, Parker County Oil & Gas 1.......drg 

oehn, Producers Oil 1. . rig Archer County— 
Miller, Gulf Production 23 (apr.) -drg Kemp, L. Nussbaum 1 .........scccccccesess . rig 
Smith, LeRoy Adams 2............ - rig Kemp & K, Gulf Wedectise Sey ‘‘shut down 
Moore, Leroy Adams 1... .-drg McCall & Sanderson, Gulf Production 1..sand 
Scott, LeRoy Adams 1... .-drg Wilson, Panther Oil 3 ........ dinate sqaken ee sand 
Fee, W. J. Sheldon -1 .- Tig Owens, Gulf Production 1 ............-+...- drg 
Fee, J. L. Powell 9... ........- -drg Carson, Big Bluff Oil 1 .......... sand 
Zrenner, Mrs. . R. Slater 1. -drg Tribune Colony, Holliday Oil 1 .. drg 
Dale, Spring Ofl 1.........ccc.ee- drg Wichita Archer, Archer City 1 .. .drg 
Waggoner Bros., Culberton et al 6 South of Holliday, Archita Oil 1. rig 
Duke, Dugan Oi Bixcse Wilson, Plains Oil & Gas 1 ...... rig 
Cabe, Dale et al 1... | Archer County— 
Perkins, Dale et al Orton, Coune Ol 1 cecccsscccaces -.es- Shut down 
S. Williama, Nelson 1. : Woodrum, Allen et al. 1 ............. shut down 
Kemp & Newby, Electra drg | Neatherly, Yo! it ee an rig | 
Fort. Sumner, Magnolia Petroleum 12, 14..drg Northwest yi nl Benedum & Trees 1..drg 
Fort Sumner, Magnolia Petroleum 15...... rig, Mankins, W & W. Silk et al. 1............. drg 


ose. & Cross, Magnolia Petroleum 23..drg , lp. P. Co, School land, Horse Shoe Bend 1. “| 

drg ,Kemp & K, Curlee et al. rig 
.-drg | Parrish, St. Clair Oii 1 
... Tig | Section 34, L. C. Heydrick & Co. 1 


C., Magnolia Petroleum 20. 
Ww. *. Taper Magnolia Petroleum 6 
W. R. Piper, Magnolia Petroleum 7.. 
J. F. White, Magnolia Petroleum 1 drg 
8. E. Rs wan nice Magnolia Petroleum 31 


























Red River County— 
Nest Detroit, U. S. & A, Oil 1 











CADE). ciwansccccanepetugeccedncsseece coepanse d ichita County— 
B. anaiest Magnolia Petroleum , RS drg , West of Wichita, Stone Oil 1 ............ arg 
H. & ., Magnolia Petroleum 21........ rig Johnson County— 
Putnam, Magnolia Petroleum 38 (dpr.)..drg Near Parker, Louisiana parties 1 ......... rg 
B. Afi. Bywaters, Red River Oil 85........ rig Near Caddo Peak, Johnson County Oil.... rig 
Granger, Joe Howell et al 1 drg Shackelford County— 
Granger, Dr. Prince et al 1.. -drg English, Baird et al. 1 ......... 
Granger, Texas Electric Oil -drg Near Albany, Hoard et al. 1..... 
Badgett, Rio Bravo Oil 1..............02+-+ dr¢ Reynolds, Empire Gas & Fuel 1 | 
-—— Jack County— | 
pawenssvicenes eas Aebcanecacceetccetccced,. 20 SeMEREENNND B Ced- SOOM Me GONE Ss cecccesnce 
Buiting wells ..... eiseeey exeknbentinccevens 48 Post Oak, Post Oak parties 1 ..........-... 
-——- Young County— 
POR)  ceccccccoswidesscccies Reb eeskacrocaned 64 se or ing é. BP. Coloord: 3 -c.cccvcccesece 
allahan County— 
Burkburnett, | Putnam, NMEA OPED) Gos ccaylas'ecen cx 
Fred Thom, Magnolia Petroleum 8...... arg | Tom Green County— | 
C. Schmoker, Magnolia Petroleum 27, 28..drg Farr, San Angelo Oil 1 .............- shut down , 
H. Reiily, Magnolia Petroleum 34.......... drg Clegg, San Angelo Oil 1 ............. shut down | 
W. C. Myers, Magnolia Petroleum 6...... drg | Harris, San Angelo Oil 1 ............ shut down 
L. F. Ramming, Magnolia Petroleum 2..drg! Taylor County— H 
Cc. Buerbaum, Mugnolia Petroleum 2...... drg | Boyer, Hunch ‘Ofl 2 ......cccccccscccee eocese rig’ 
Cc. Embrey, Magnolia Petroleum 12.. .drg | _ Montague County— | 
M. J. Owens, Magnolia Petroleum 9, 10. sires | BCUMOIOP CE GET conc ccescccctsedeceseacouccess rig 
L. H. Lawler, Magnolia Petroleum 6....drg | Grayson County— 
Lockridge No. 1, Magnolia Petroleum 19. .drg | Munson, Munson et al. 1 ............ shut down |; 


W. F. Ramming, Magnolia Petroleum 13.. 






rig | Dunning, Dennison Oi! 1 ............shut down 


Cc. F. Collins, Magnolia Petroleum 1........ rig ,Campbell, Greenless Bros. 1 ........ shut down 
John Hickey, Magnolia Petroleum 9...... rig | Campbell, Lone Star Gas 1 ................- d 

C. Schmoker, Magnolia Petroleum 28.... rig | San Saba County— 
M, J. Owens, Magnolia Petroleum 8........ rig | Brown, Richland Oil 1 ......... .....-Shut down 
J. H. Anderson, Mageptle Petroleum 2.... rig | Collinsworth County— 
Ruyle, Kemp et a: RS ali Are ae Sete “are SiMOns, -CAImeh® OUT leuiciecs cccceess shut down |! 
Warren, Morrisey, Heydrick & Shaw 4....drg!_ Jones County— 

Mardin. Mam. Ol & Bienes cccecscsvsxe cesses drg Smith, Hamlin Of] ] ........--....000e shut down | 
Cropper, ee ae oe ee ere drg | Near Louders, Louders parties 1 ...shut down 
EEN, aia) ON AMON Bon ainanunsvasiesncsep ae drg | Cooke County— 
TRE: Wis TO CUE: Crs cccccncscccnscescnnced drg Tippett, Tippett & Darnell 1 ....... shut down | 
BANGS, W. 2D, CUNO Le, as cicsccssseccscccesses drg ,Gentzke, Gentzke et al, 1 ........... shut down | 


Cropper, Plains Oil & Gas 2 
Heiserman, O’Donohoe et al 





..drg | 





Snow, Snow Oil 1....... -rig 
Thom, Producers Oil 1 rig 
Crites, Gulf Production 12..............seeees drg 
Thom, Gulf Production: 1....ccccecsevsceess drg 
EE MUNNIM ORIN) BUS Sian vidice a dicestes bees oesicaee drg 
DCGROSTMED, MGBride 45...06. 360 cccsacsscessee rig 
Siereia, Chemawit ot a) 18... cc csccsesae rig 
Wreeerenm,. CorOmemit Ot BP 6 oak ose vice eciad drg 
Warren, Chenault et al 6...............- rig 
ae ei re drg 
Pratt, ‘Chenagit ot. .0)- 8, 9..0....06esicaccee rig 
Ramm ng, 1... Farquharson T.. wieesmewars drg 
Ruyle, C. B. Farquharson 7 .........00% drg 
Schultz, Pierce Fordyce 9 ...........45% drg 
CS Ae Bt era ee drg 
Bemtiey, Temahems OM 1 ....cccccsers le drg 
POWISE, TOCRNONIR- OT 2. 66.5 oso. occ antes drg 
Heiserman, Panhandle Refining 8 drg 
Ruyle, Gray & Whitney 1 ....... 


Cropper, Crowell & Connors 5 
oan ke Crowell 3 Connors 2 
Car. 


Wenmaktna “Ww. G. er RD eee are LE ya! 

Dodson, Three BPE plies sw ousla 4 sve a Gere 

Borscheldt, Tlizabeth SISA ea 
Borscheldt, Interstate Oil] 11, 12 ........ drg 
a, ee Rs Bere rg 
Bashara, Jackson Boyd 1 ..........++6- drg 
anasvedapesone iealboowanseupes saawadanwkee./. ae 
Drilling wells Seed0sedereypebudescaenceucses 46 
TOUR: ecdeecavieses abWasussussdedtracoudeavd -.. 

Petrolia, 
Byers,  Producecs Cll Bi ios ccscessccsccsccsies 


Taylor, Domestic Oil & Gas 1... 





Nesbitt, S. W..Turman et al.1.. 
Shnell, Wichita Falls Gas 1 .............++5 rg 
Near Dean Station, Wharton et al. 1....sh, d. 
Drilling Wells ......ge.scecccveccccscccccces hae 
Strawn. 
Fee, Texas & Pacific Coal 137 .............. 
Fee, Texas & Pacific Coal 138 ...... 
Robinson, Texas & Pacific Coal 1 
DPMS WOUND nin deces cc ccescdccscccccecce 
Wildcats. 


Palo Pinto County— 
Near Gordon, Barton Valley Oil 1..shut down 
Mineral Wells— 
Lg maa Empire Gas & Fuel l1..... 

Hess, Gulf Production 3 
Giowae Empire Gas & el 1 
Middleton, Texas & Pacific va hg cA 
Belding, Sinclair Oil & Gas 
Belding, Sinclair Oil & Gas oh 

Eastland County— 
Daniels, Cisco Oil & Gas 1 ..........- 
East of Cisco, Noland et al. 1 & s 
8. P. Survey 469, San Angelo par- 








i) 


drg* Near Wolfe City, Wolfe City Petroleum..drg 


i 


Hunt County— 
Kaufman County— 


Tibbetts, Cash Oil 1 shut down 







Rig: 
Wells drilling .. 
Total 


TEXAS PANHANDLE. 


Summary of February Operations. 
Comp.Prod.Dry.Rigs.Drg.To’l. 
1 





Electra ..... . 21 2,170 1 6 8 64 
Burkburnett ep apne: | | 4 14 46 60 
Petrolia’ ...... 4 105 3 <e 6 5 | 
Strawn ... il 50 2 we 3 3 
WHEGRIE cccicccce ee 75 4 22 7 79 
Total February.. 62 2,871 13 52 159 211 
Total January... 48 3,864 6 41 129 170 
Difference ....... 4 998 7 It 380 41! 
Two gas wells in Palo Pinto county. 
One gas well in Coleman county. 
One combination oil and gas well in Ste- 








R. R. 
MAGEE cc ct acnvies ceiceupeedeseebavegaadcdeass'ss rig 
Stephens Gounty— 

Brown, 8 D, Felt et al. Li.vccccccccccceceess 
Wright, T. & P. Coal 1 ..............shut down 
Wilson, T. & P. Coal 1 wccccccccccccacccccece rg 
Mitchell, T. &. PB Coal 1 cicccnsecavccccencecs drg 
Sloan, T. & P. Coal 1 ........... ass hans sdienek drg 
Cash, De MED 2 Goch guntdenteadedovesnae drg 
Lauderdale, —. re P, coat I sedesdreedatvaee rig 
Maxwell, T, Py Coal) &:. discs a Wes Saigon w ae ay rig 
Booher, T, & P, Coal te sevens ou vwaskes shes ad rig 
Gaston, T. & P. Coal 1 ..cccccsescecceceeees’ rig | 
Parks, Producers Oil 2 ............. gegenacns drg 
Smith, Producers Oil 1 ........-ssseeeeeeeeee drg 
Fincher Heirs, Gulf Stolkusiion L..cwccsessse drg 
McCauley, G oat Production 1 ...........-+.- rig 


Coleman nty- 

Griffith, Col. Tex. i ae Pepe 
Willis, FP, W. Turner et al. 
Mathews, Sheldon Bros. 3 ... 







iiishut down 


phens county. 


NORTH LOUISIANA. 


WELLS COMPLETED. 





Caddo— 
13-21-16, Rogers, Caddo O. 
13-21-16, Rogers, Caddo O. 
24-21-16, Rogers, Caddo O. 
23-21-16, Rogers, Caddo O. 
Loucks, Caddo O. 
Ferry Lake, Gulf 
Ferry Lake, Gulf 





& R. 





Levee Board, Lewis Drilling 6.. 
Levee Board, Lewis Drilling 7. 
, Teat, Producers Oil 4 
Huckaby, Producers Oil Fee 3. 











, Atkins, Caddo Oil Fields 4... gas 
16, Green, Amateur Oil 6....... 50 
Hammett, Peerless Oil 2.. 50 
3-20-15, Muslow, Penn-Wyo. Oil 1. gas 
22-22-15, Jolly, G. E. Armstrong 7.. 30 
Red River— a | 
33-13-11, Hicks, Producers Oil 4.............. 5 | 
33-13-11, Hicks, Producers Oil 5... 65 | 
83-13-11, Hicks, Producers Oil 6..... 500 
33-13-11, Sample, Producers Oil D-6... gas 
33-13-11, Sample, Producers Oil D-5... .dry 
16-13-10, Christopher, Gulf sericea Ai 200 
23-13-11, Kennedy, Gulf Refining 18........ 30 
De Sato— | 
33-13-11, Williams, Producers Oil 1.......... 100 | 
82-13-11, Williams, Gulf Refining C-9...... 70! 
Bossier— j 
3-16-12, Curtis, Gulf Refining 1.............. ary | 
24-16-12, Hodges, Gulf Refining 2........... 60 
18-15-12, Huron Land, Producers Oil 1. 
3-16-11, Ward, Hodges Oil 1 ....mscesseeeees 
Miscellaneous— 
21-17-13, Mattie Meyer, Standard “ 2..<-Qry 
17-13, Berry Fee, S. W. G. & Ex 164...... gas 


17-13, Leonard, Producers Oil 1 .......... = 
17-13, Wilson, Ark. Nat. Gas C. 53........ 
9-17- 14, Country Home Assn., Ape Oil 1. ons 

' 17-13, Youree, Gulf Refining 4 inti vied Sasa dry 
27-20-11, Bellevue Land, Bodcau L. & D. 1. any 
23-21-14, Swanhaven, Richardson Oil 2....gas 
11-16-10, Shehee, Ark. Nat. Gas 1........... dry 
?1- 6- 3, Calhoun, Wildcat O. & D. 1........ dry 
! 24-16-1, Nash, Ciba OM A. ks os cence tds ry 

9-20- 5, Mangham, Commercial om & G. l.gas 


-shut down | 
shut down | 


Panola county, Jernigan, Bethany, Ol x A “Gry 


a8 















Panola county, Furrh, Froducers Oil 1....dry 
Panola county, Louis Werner, Woolf & 
Been 2.2.0 eicdesddsetn sddnseonbe Covcee dry 
) pias 
Wells completed ..........++ cccccccccecess & 
New ab ieincanuenr: ae 945 
BI, vursaacsanaesacae 12 
St ONE OS ic pa RT SOS ES socoe 12 
RIGS AND DRILLING WELLS. 
27-20-16, Green, Amateur Oil 7............-- drg 
27-22-15, Brown, Badger Oil a Sede drg 
22-22-15, Jolly, Clark & Greer 3....... .arg 
35-21-16, Fee, Cooney & Littlejohn 2. .arg 
27-20-16, Loucks, Caddo O. & R. -drg 
27-20-16, Loucks, Caddo O. & R. 17. . rig 
27-20-16, Loucks, Caddo O. & R. 18. drg |} 
27-20-16, Loucks, Caddo O. & R. -drg | 
28-20-16, Loucks, Caddo O. & R. 20.. . Tig 
24-21-16, Rogers, Caddo O. & R. 30.. .drg 
13-21-16, Rogers, Caddo O. & R. 32... . rig 
35-20-16, Joyce, De Soto O. “* D.. 3.. yo 
21-21-15, Hobbs, Elton O. & G_. 1............ 
34-20-16, Caddo Levee Board, Gulf Ref. D-3 a 


, Caddo Levee Board, Gulf Ref. P-5 rig 
4-20-16, «eg Levee Board, Gulf Ref. 

29-20-15, Nunnaly, Gulf Ref. 4 
10-20-16, Robinson et al, Gulf Ref. 1... 
26-20-16, Ferry Lake, Gulf Ref. 66.......... 
14-20-16, Ferry Lake, Gulf Ref. 68, 69, 





OD Wengassauestkcddhectdcccdectencenss 
14-20-16, Ferry Lake, Gulf Ref. 73, 75 
77, Ata eh eras tard inn veoackeageue 
17- = 16, Ferry Lake, Gulf Ref. 78 
Gulf OE dendccueandiccsde 


Gulf Ref. 85 
Gulf Ref. 86, 87, 


Ferry Lake, 
, Ferry Lake, 
89, 90, 91, 92 
, Tobin, Higgins Oil & Fuel 2. 
Anthony, International O. &G. 
, Bailey, Jitney Oil 4 
Fee, Louisiana O. & R. 1.. 
Fee, Louisiana Pet. 
3, Stiles & Lewis, Marsh & Wilson an 
5, La Robadiere, Mogul Oil 1 
George, Peerless Oi] 1 
Muslow, Penn-Wyo. Oil 1. 
5, Brooks, Producers Oil 8. 
B. B. L., Producers Oil 
5, Caddo Lev ee Board, Produce 's 

Ms I oieanhedd Hucdahiheuescedecetvenes« 





cot 
emwooww 








9-20-15, Hughes Fee, Producers Oil 1 
4-21-16, Harrell, Producers Oil 44..... 
2-21-16, Harrell, Producers Oil 48..... 
34-20-15, Noel Fee, Producers Oil B-1 
16-21-15, School Fee, Producers Oil 
22-22-15, Jolly, Seminole Oil 8, 9 ..........+- 
23-22-15, Allen, Seminole Oil 4......... 
5-19-16, Robinson, Southern Oil 50.. 
| 32-20-15, Hunsicker, Southern Oil 63. 
12-20-16, Fee, Southern Oil 52 ...........+..4- drg 
21-22-15, Barker, Southern O. & G. 9...... drg 
17-20-16, Caddo Levee Board, Standard 
RR RRR oe ee rig 
| 32-21-16, Stiles, Standard Oil 160... irg 
| 16-21-16, Helpman, Standard Oil 50. .drg 
28-22-15, Owens, United G. & Pet. $3 .drg 
18-21-15, Tricksell, Vala Oil 1........... drg 
32-19-16, Cushman, Were: Per0O Reccccctcee drg 
28-22-16, Browning, Bees TORS fivcdacecoces drg 
De Soto 
32-13-11, Williams, Gulf Ref. C-7, C-ll, , 
pEdaduedada sekebberaassepeaducdasse rigs 
32-13-11, Williams. Gulf Refining C-10...... drg 
32-13-11, Williams, Gulf Refining A-9...... rig 
31-13-11, Williams, Gulf Refining A-lv...... drg 
31-13-11, Williams, Gulf Refining A-ll...... rig 
29-13-11, Boling-Williams, Gulf Ref. 1...... drg | 
2-12-11, Jenkins, Gulf Refining A-32...... drg 
95-13-12, G. P., Producers Oil 6, 7, 9..rigs 
: 29-13-11, G. B. P., Producers Oil 8 
| 36-13-12, Saunders, Producers Oil 
| 34-13-12, Saunders, Producers Oil 


34-13-12, Saunders, Producers Oil 
33-13-11, Williams, Producers Oil 2 
Red River— 
28-13-11, Nabors, Consolidated Pet. 1...... drg 
| 13-13-11, State, De Soto O. D.. Lecccccccs a rig 
29-13-10, Robinson, Jackson O.- & G. 1...... drg 
33-13-11, De Moss, Boggy Bayou Oil 2.... rig 
28-13-11, Nabors, T. B. Owens et al 1, 2....drg 
33-13-11, Sample, Producers Oil D-3, D-5..drg 
33-13-11, Sample, Producers Oil D-7, D-8..rigs 
19-13-10, Natalie, Gulf Refining A-21........ drg 
14-13-11, Marston, Gulf Refining 28.......... drg 
27-13-11, S. A. L, & D., Gulf Refining 1....drg 
25-13-11, Robinson, Gulf Refining 28 d 
%-13-11, Kennedy, Gulf Refining 19.......... 
Bossier— 
29-16,-11, Franklin Realty, Atlas Oil 1...... drg 
24-16-12, Hodges, Gulf Refiuing 3............ rig 
15-16-12, Hunter, Gulf Refining 2............ drg 
21-16-11, Burke, Hodges Oil 1..........+.é.-- drg 
19-16-11, Marshall, Hodges Oil 1............ drg 
8-16-11, Kaufman, Producers Oil 1........ drg 
28-16-11, Raines, Standard Oil 1............ drg 
Miscellaneous— 
12-11-16, Stokes, Crawford Drg. 1............ drg 
2-11-11, Safford, Deveiopers Oil 1.......... drg 
2-11-16. Pace, Phoenix Oil 1........ccceeecees drg 
12-11-16, Gannon, Phoenix Oil 1.............. rig 


29-14-14, Dowling, Oil & Exploration 1.... 


13-11-15, Sample, Producers Oil A-8........ rg 
31-13-14, Peyton-Courtney, Seminole Oil 1.drg 
34-12-14, Baker, Lee Wilson et al 2........ drg 
22-14-11, Westdale, O. Kinney et al 1...... drg 
9-15-11, Sample, Gulf Refining 3............ dre 
8-13- 9, Globe Lumber, Fair Oil 1.......... rig 
19-12- 9, Wardlow, Arkla Oil 2 
22-12- 8, Wren, Vogeler Oil 1... 

17-15, Heilperin, Atlas Oil 1... 

17-13, Taylor, Producers Oil 





17-13, Deal, Producers Oil larg 
6-17-14, Cross Lake, Cross Lake O. & G.2 on 










| 23-21-14, Swanhaven, Richardson Oil 2....drg 
24-15- 4, Burroughs Land, Gulf Refining larg 
22-21- 7, Moore, Atlas 3 Te 5 Re eae Oe drg 
$3-22- 5, Crossett Lumber, Murehouse O, & 
PE 2) decclouastdeker teadencavtesdeacnenas drg 
18-20- 5, Bowles, Great Southern Oil 1....drg 
41-20- 4, Smith, Ouachita Na, G. oO. 2..dre 
19-20- 5, Perry, Perryville O. & G. 1...... drg 
36-11-10, Merriweather & Herne, Lake End 
' Oll & Gael’ S civccccccrcvecccdcccccccce drg 
28-11- 6, Giddens, Black Lake Oil 2. rig 
39-10- 8, Stephens, Eagle Oil 1....... .arg 
37-11- 6, Chew, Long Bridge O. .drg 
38- 8- 8, Boren, Indian O. & G. 1.. drg 
2-11- 6, State, Tennessee Oil 1...... Tig 
2-10- 7, Maricella, Tennessee Oil 1.. -. rig 
9-10- 6, Griggsby, Producers Oil 1.. ..arg 
2- 5- 3, Boyce, Cotile Oil 2.......... 26 Sane 
23-18-10, Crichton, W. H. Baker 1.. .drg 
26-17-10, State, Kendall & Atkins 1.. — 
30-11- 2, Gee, Pardee Oil arg 
17-10- 5, Giddens, A. J. Yoke O. & G. 1....drg 
33-19-10, Richardson, Standard Oil 1........ rig 
Anderson ey aaa ” Greenwood, 


Producers Ol) 8 cccccccesccvecccsccccesess ocAFE 



















Southern Pine Lumber, Producers Oil Ldrg 
Royal & Davey, Producers Oil 1 r 
Panola io alae aati oad 

Production 1 
— County—Knox, 


Producers Oil 


shelby County—Pickering, 


seeee PTITITITITITITITITITTTIT TT 

at — 

Sresecadeneecoecadadeseedeos sinaddcagteent Ee 

Wiis GFUMNG coceccercccccccccccceces eadaed’ Oe 

Total cocceccecccccccccee edecccccccccorece ose. 157 
NORTH LOUISIANA. 


Summary of February Operations. 
Comp. Prod. Dry.Gas.Rigs.Drg.To’l. 
915 32 42 74 





Caddo ...<... 17 1 3 
De Soto ..... 2 170 0 0 11 6 17 
Red River... 7 800 1 1 4 11 15 
| Bossier ..... + 1) 1 2 1 6 7 
| Miscellan’s.. 15 0 9 6°10 #& # 
February... 45 1,945 122 12 58 99 157 
January... 41 1,22 16 3 69 106 165 
Difference... 4 725 4 9 1 7 8 
| Inerease in number of completions, 4. 
| Increase in production, 725 bbls. 
| Decrease in number of dry holes 
Increase in number of gas wells, 
Decrease in number of rigs, 1. 
Decrease in number of drilling wells, 7. 
GULF COAST REGION. 
| WELLS COMPLETED. 
| Batson. 
Milhome, Batson-Milhome Oil 44........... 17% 
CGEM, PYOGUCETS OEE Yo icsccvcscccceccccccce abd 
Christian, Gulf Producers 2 .............+0. vi) 


Wells completed 
Production 
Dry 






Edgerly. 
VICSORY CUT oc cccccesecesesMElt water 
Reed, Gulf Refining 3 


Lilliard, 


Bright-Penn., Gulf Refining 19 ............. y 

Fairchild, Lyons Development ............. abd 
Wy Ghee OOMNNGUONE a epndvidevedscascedacscceens ar 

| SIE. au bdducubendedaqnaesnds eoveqnaccse 1250 

| Salt water and abandoned .............. 2 

1 Goose Creek. 

ee SEMEN OR Bla Bo ca cesevdacdacnsicececeodce 1500 





Mitchell, Blaffer & Farish 2 
Schilling, Meyers et al. 3... 
Tabs, Humble Of! $ 2.2... 


Preather, Gulf Production 4 





Dannebaum, Blaffer & Farish, dried 
OO ee er ee emer ee 
Armstrong, McFarland & Rucker 1 .......2500 
Scott, Houston Oil Fields Ass'n 1 ...... 25 
Stateland, Gulf Production 6 ...........+.+4 
|Galliard, Simms et al. 6 .......ccccccccsces 
Tabb, Humble O8F 2 ...c.ccccccccccesccceces 5) 
Tabb Hamble Of] 3 ......cccecrccccccccerccecces 0 
Wella completed ....ccccccccccsescccccccses 12 
rr erie 
ADANGONEM 2. nc cccscsccscccccccccesccccsesce 1 
: Humble, 
Carroll, Producers Oil 20 .........cseeeeeeree ed? 
Hermann, Producers Oil 49, old hole.. 
Mason, Producers Oil 182 .........-+-..- as 
Hermann, Producers Oil 138 ............++++ i 
Burt 100 Acres, Producers Oil 11 ............ 5 
Koehler, Producers Oil 11 ........++.s.eee0+2 300 


Mason, Producers Oil 181 
Landslide, Producers Oil 215 
Stevenson, Porducers Oil 38 
Herman, Producers Oil 134 
Burt 50 Acres, Producers Oil 9 
Burt 100 Acres, Producers Oil 10 
Echols, Brown et al. 1 
Bering, Capitol & Gas 4 
Wee, GUlt Coast Oll 2... ccccicccssccccccses é 
Weed, Gulf Coast Oil 3 

Gulf State, Hirsch Oil 3 
Montgomery, Grimes County Oil 
Hermann. Huffstuttler Oil 12 
Hermann, Huffstuttelr Oil 13 . 
Hermann, Huffstuttler Oil 14 . 
Hermann, Huffstuttler Oil 15 . 
Landslide, Southern Petroleum os 
Landslide, Southern Petroleum 19 < 
Isaacs, O’Neil & Glass 3.......... 
Hargrave, Clough et al. 3 
Paraffine, Blaffer, Farish & Gulf 10, 
i ed deeper 
| Bender, John O'Neill 1 ... 
Fee, Invincible Oil 49 B . 
House, Onolaska Oil 1 # 
Mason, Blaffer & Farish 5 
Donlin, Peterson et ~ 
Patterson, Clay et al. 
| Wimberly, National O, if Refining 7 
| Wheeler, Deep Sand Oil, old hole, 

| Fee, Invincible 
| McDonald, Natienal Oil & Refining 4 





wecccccccecccccceces abi 







pecnnaeeahess ees : 
1000 


















|Cortes, Humble-Union Oil 3 ............065+ 
Clay, Horn & Wrenn 4 ......cccccccecseseoees abd 
Wells completed ..... - 
Production ........ 7115 
TIE acc cceccisscccsvccscsassessescesvetsecs 12 
GAB ceccccccccccscocssccscccececesccccoecccecee 2 
* Jennings. 
Clement, Gu ~ Refining 2, old hole.......... 75 
MG, PYOGGSEIS OFF GF oc vecikacscesccvcgccccces dry 
Heywood Barden & Kendall 3 ............ dry 
PPEOGUCUON occa cccccsccscccccnccccscccecceces 75 
Ponce a vcd ed cdccviccccdadsceesdsce 2 
WMS COMIPIStEd 2... ccccccccosccccecccoccee 3 
Markham. 
eG, PPOGUCSTS O88 2c ccccvcccvscdesseceseces gas 
| Spindletop. 
| McFadden, Unity Oil 67 .........seeeeeeeeeees dry 
Gladys, Gulf Producers 187 ..........-.sseees 50 
Broach, Wilson-Broach 20 ..........-.-eeeees 60 
| (eames 
Wells completed ...ccccccccccsccceveccccce 3 
PFOGUCHON oo. ccccccccscccccccccesscsececceses 100 
Saratoga. 
OGM, iSttie Ot OED. ce iciccscccssevcccsscess 


Ae Rio Bravo Oil 254 
. B. C., Gulf Producers 
Potty, Payne et al. 1 


eeeceee - . 











50 


THE OIL AND 


GAS JOURNAL 


Thursday, 





‘Wels completed ........---cecccceeeess 4 
Production ...... Spee sbuvennsboeebenenoneehen, Se 
Abandoned ...... eo nevccesaces: ececesevescoces 3 
Sour Lake. 
Lynn, Yount-Lee Oil 4 .......... rere 
Thompsen, Gulf omnes 1 Au..ccccccccccce 60 
Wheless, Gulf o; wed 1, old hole........ 80 
Fee, Simms et . 





Shoestring, Herring oul % 
Fee, Producers Oll 287 
Fee, Gilbert Oil 77 
Carpenter, Watt O81.2. ..cccsesecccesces 
Chamberlin, Hill Oil 1 ... 

Jackson, Lake Oil 1 B 

Ashe, Producers Oil 1, old hole 
Lynn, Farish & Ireland 1 
Hardin, Humble-Gulf 16 
Swayne, Hanamker et al. 2 
Giescke, The Sun 40 
Hardin, Gulf Producers 14 .. 
Fitzecker, Gulf Producers 1 
Hardin, Gulf Producers 29 








Wells completed ...cccccccccccccccccccceses 18 

PPOGUCHON .rcccccccccrcceccccccccecsevcceses 6260 

DEY wccovccccvcsvecsccnenccncvececsscnsscocsncs 6 
Vinton. 

Lezzo, De Ridder Oil & Gas 1 ............-+ abd 

Harmony, Vinton Producers 1 ..........- water 

Lucky, Gum Cove Oil 2 ....ccccscessccccceres 250 


Vinton, Vinton Petroleum 1 
Gardiner, Gulf Refining 37 .. 
Vincent, Guif Refining 24 .... 
Wells completed 
Production 
Abandoned 





Miscell2neous. 





Duval Co., Sinclair Oil & Refining 1 
Nucces Co.. Southern Gs .........- 
Harris Co,, Katy Oil & Dev. ......... 

Cross Timbers, Chastain Oil ............ 
Hardin Co., Lone Star Oil .............scee abd 
Brazoria Co., Texas Exploration 3......... gas 

Hoskins. Producers Oil 4 ...........+++++ abd 

State, Clement convict farm ........... abd 
Liberty Co., Davis hill, Humble-Gulf 3...abd 
Matagorda Co., Griffith et al. 1 ............ abd 
Chambers Co., Glenn Oil & Gas ........... abd 

fin f-Yumble Ol) 8..........cccccceeeeceee abd 

Winnie Gum Cove Oil ............-6.-+6 abd 








DRILLING WELLS AND RIGS. 
Anse La Bute. 

Patin, Federal Of] 2 ........++-+eeeeeeeeeceees drg 
Beguard, Ayers et al. 1 ......cecccccccces drg 
Wells C-NUNG .....ceccpoccccccccccccsvccese 2 

£ Batson. 

Milhome, Phoenix O41] 4 .....cceceeeeeceevees 

Tucker, Gulf Producers 2 

Choate, Gulf Producers 55 .. 

Mi'hom , %74 Belle Oil 

Milhome, Milhome-Batson Oil 45 .......... rig 

Prairie, Paraffine Oil 9 ........cscceeeesccces drg 

Mithome, The Bun BE .....cscescrcscccccnsses drg 

Christian, Gulf Producers 3 ........-+++.++ rig 

Threasher, United Producers 3 ........-...- drg 
Wells Grilling ..........cccscccccscccccccsss 6 
AR ncn ccsvcconebsccwocncsvnsntscnecssencscanes 3 
OGRE occncccvepstvoaresenesesssesecensenssven 9 

Edgerly. 
Burton, Chastian O8l+1 .......cceccsccccceves 






Bright-Penn, Gulf Refining 
Higgins, Gulf Refining 10 .... 

























Fairchild, Lyons Dev, 3 .......-.. 
Fairchild, Emerson and Sutton 2 drg 
Lilliard, Victory Oil 11 .............. arg 
Noble, Victory Ol] 2 ....c...-00e- rig 
Landry, Gulf Refining 9 ..... drg 
Gray, Gulf Refining 5 ... drg 
Noble, Victory Oil 3 ............ dre 
Crowley. Pelican Oil & Gas 1 .............. drg 
WHERIS GEBTTIME once ccvccccvcceces secccsncscse 10 
RIB noc in co cvcncncncceccencessveccesce+ssesbens 1 
DORE cccncnavenivcteuschocvacubbesepnenss pene pal 
Goose Crec%s. 
RE ge OS ee eee rig 
Hoskins, Gillette Oil 1 ... drg 
Pruitt, Henecock Oil 1 ... drg 
Castelle, Suthe a Oil 1 .drg 
Castelle, Atlas Oil drg 
Wright, Pierce ‘et Ny iy chaean arg 
Galliard, Damon- West drg 
ee ee ere drg 
Adey, West Virginia Oil 2 ..............-208 drg 
Adey, West Virginia Oil 3 ..............--06 rig 
Adey, Empire Fuel & Cas 2 ..............06 drg 
Adey, Empire Fuel & Gas 3 ..............06 rig 
Isenhour, Producers Oil 2 .......cccccsccces drg 
Isenhour, Pro:ucers Oil 3 ........-...--..060 rig 
Duke, Maenolia Petroleum 2 ............... drg 
Jones, American Producers 1 ............... arg 
Pelly, American Production 1 .............. drg 
Peninsuia, American Production 1 ........ drg 
Peninsula, Houston Deep Well 1 ........... drg 
Island, Briant et al. 


Smith, Simms et al. 1, ° 
Sweet, Simms et al. 1, 
Schilling, Simms et al, 








Hughes, Simms et al, 1, 2, 3, 4...........00 drg 
Wright, Gulf Production 4 ................6. arg 
Wright, Gulf Production 5, 6, 7 ............ rigs 
Mathews. Gulf Produccrs 1 ................. 


Paddock, Gulf Producers $ 
Jones, Gulf Producers 1 .... 
Tabb, Gulf Producers 2, 3 





Trader, Gulf Producers 1 ............... drg 
Rosenthal, Gulf Producers 1 ..........+.... drg 
Gillette, Gulf Producers 3. ..........c0c0s0s00 drg 
Galliard, Gulf Producers 1, 5, 6, 7.......... drg 
Buch, Gulf Producers 8 .. 2.2.02... 2.c00c058 drg 
Buch, Gulf Producers 4 .......020.ccccccceve rig 
Tabb Fee, Gulf Producers 4 ... ..........+. drg 
Stateland, Gulf Producers 3, 5, 7 ........... drg 
Briges, Gulf Producers 2 .....0..-ss.cccccees drg 
Briggs, Gulf Producers 7 ...........c+seecsee rig 
Preather, Gulf Producers 5 .............++++ rig 
Mitchell, Gulf and Blaffer & Farish 3 ..... drg 
Scorregea, Gulf Producers 1 ..............0+ rg 
Scorregea, Gulf Producers 2 ..........++..++ rig 
Day, PrOROerO: Ci Bivisccswoncssscccccwsesses drg 
Schilling ulf and Rucker 2 .........-..+ rig 
Demeritt,~Humble Oi] 1 .......-.....ceseecee drg 
Wri-ht, Humble Ofl 4, 7, 6 .........ccs.c08 rigs 
— ke eee ee eee ee rig 
D-r-ebaum, Blsfer & Farish 2 ...... ow Sa 
Galli-rd, Goose. Creek Bote _- ...drg 
Smith, Humble Oil 1, 2 ......... asenece o++veellQ 





2\| Kountz, Hamill et al 2 
Smith, Doheny et al 3.. 

Smith, Doheny et al 4.....ccocsscscccserrovee 
— drilling ....... bab natabsocabaddp ceases, 
Spindietop. 

Bak 4 Bemtem 6t OE" Bincicoccccesquccvesseree drg 
Higgins, Wilson-Broach 35 -- Fig 
Owl, Stella Oil 3............ 
McFaddin, Unity Oil 48........ 
Gladys, Gulf Froduction 188 
Ries IRI. ccbwskdeunknsciespakaovsesceens 4 
ooevecccenes sSdbesoveredecssotccesenseses. OS 
MD ciktese odknpandbecdasceneseccheccucsceane 5 
Saratoga. 
eee TG RPO MOTE Bia cs ceuk ne canskenebecy rig 
Fee, Bio Bravo Oll %5......0000..sccccseece rig 
OEE, ROE BOM Dinss acu sccnacpedonsesncévenseed drg 
CO, WOO TON Bi vasendinckwncccsccsinnacd drg 
Bevil, Peggie-Regna Oil 3..............s.ss0. drg 
a QTR socvccccneccnscoccesssecencses 3 
SSSbbnobbnwabson esrb buehsukseee by psusess 2 
-_s. 
WOOO Sicbiicnpeibihedbinkesweaststeveewidenes 8 
| Sour Lake. 
Hudson-White, Pace et al 3................ drg 
a ee OF SR eee drg 
Hardin, Gulf Production 30, 31, 32..........drg 
Hardin, Gulf & Humble Oil 19.............. drg 
Hardin, Gulf Prod.-Humble 16, 17, 18...... dr 
Hardin, Gulf Prod.-Humble 19, 20........ rigs 


MOR, DUMOMOETE CON BIOs. ss once ccanavcovavpenes . 
Merchant, Producers Oil 1A, 1B...... ..... dr¢g 
Martin, Boston-Texas Oil 2.................. drg 
Merchant, Yount-Lee Oil 4................05 drg 
Ra, COMED £900 Bins <nwcnanpincpesssoe on drg 
BEMOS,, SAR WHEW AOE Bocce acswesssenyecenid drg 
Meagher, Bradley et al 3.........ccseccceees drg 
CROC ae AMOR CONN ARs. cvccncesenonasoone oa arg 
Common, .WBrtin ot. Ol $..06.5.00scccccescescatas drg 
NEE RO SORE Boks sncssctsnesannaenccs rig 
Re Se Sere ee rig 
eee E MO OMEN! Ben vcnckcc cabs osensbencs 
| Merchant, Sour Lake Dev. 5............ org 
Jackson, Creek SU Ba bake skehnecant ones erg 
Finkelstein, Primrose i Bantaccen drg 
Hooks, Jackson et al 1.............. drg 
Bashara, Lake Oil 8 (oid hole) arg 
Wells drilling .. 28 
PONS, cviciboonsewetdeveseseeccesessccecsensces 6 
POUR covvencvotscccdcnsesoosesevébiesscwensss 34 
Vinton. 
Star, Gulf Refining 15............ drg 
Johrson, Brown & Babbitt arg 
Vincent, Seiss et al 1...... drg 
Harmony, Vinton Prod. 2.. drg 
Gray, Vinton Prod, 3........ drg 
Luckey, Gum Cove Oil 3.. drg 
Lezzo, De Ridder Oil 2.. rig 
Gardiner, Gulf Refining 2A... drg 
Gardiner, Gulf Refining 36.. drg 
Harmony, Producers Oil 5.,.....seccsecsesees drg 
— GRIER: cicccenruccnntonsctassesceuss 
BRASS ccavevene A home otis Sebbeebenen : 
Total v0 evcccceccescs Coccesceccccosescscees 10 
Miscellaneous. 





House, Producers Oil 8 ........+00- eocee OTE 
House, Producers Oil 2 B coon ny 
Bender, Delta Oil pebnet ae 4 
House, FEL. B. cobeescapnnces cccoce FAS 
Singleton, ee Ranch Oil y rg 
Fane, Satsuma Oil 1 .........secees- rig 
Morris, Humble-Texas Oil 2 eocccceccccccecs rg 
WERTRS GERI. cnsadewe sek ccccdscckbooevécnes 23 
Rigs .. 8 
31 
-+ Jennings. 
Fee, Crowley Oil & Mineral 62............ drg 
OP, Bh, Gee TIN Gyo essic ccccecccctoncvts 
Crowley, Evangeline Oil 2. 
amen, ERI TI Biscvocerencoccescvcsscensens 
Clements, Gulf Refining 2A 
Welle Gratime cccceccccecccces 
Markham. 
Meyers, Producers Oil 5 
; Meyers, Clem Oil 13.. 
| Kountz, Producers Oil i 


ob higdieéocensecsacoobesbaaely 


Tabb, Humble Of] 2 
Galliard, Gulf Coast Ot 4 


Wells GrILINE ....ccceerceeecesscececceeeees 
Rigs ......-. 
€. 


Total 


61 
I 





7 
x) 





Humble. 
Weed, Groat State Oil 5 arg 
Weed, Gulf Coast Of] 3 .....--ssseccerseceeee IFS 
Hermann, Huffstuttler Oil 16 ......... 
Blanco, Victor Oil 1 .. 
















Bender, Hancock Oil 3 ..c..cecccee 
Taylor, Gulf State Oil 1 .......ccccsee 


Hirsch, Leland Oil 2 
Koehler, Producers Oil 2 
Landslide, Producers Oil 21 
Crow, Gulf Producers W ...e..++. 
Fee, Invincible Oil 51, 52, 53 ....-.... 
Annan Invincible Oil & 








IB, BD necccccccccocce 
Wimberly, National 0. & Ref. 8......«- 
Mason, Biaffer & Farish 59 ........0ec+.e+--TIg 
Landslide, Southern Petroleum 2 .........drg 
Bodman, Atlantic & Gulf Pet. 2, 3 .........drg 























Fee, Simms et al 2 
Fee, Simms et al 3 


Fee, Producers Oil 288, 289.... 















Anderson County—Lumber Co., Producers 
CED: nvuscatehek se bhnecescecces hiekeasens dane re 
Atacosta County—Jiornadot, Locai OO.5»20 drg 
Burleson County—Caldwell, Caldwell O. .drg 
Brazoria County—Damon mound, Texas 
MPOOPREIOR SWEET 5 vcovdncccnncccnce cass, s drg 
Damon mound, Producers Ofi ) 
Damon mound, Gulf Production 
Damon mound, Smith et al 1, 2. 
Damon mound, South Dakota D. 
West Coiumbia, Prod. Oil 3, 5 
Hoskins mound, Producers Oi! 3. 
ee mound, Wallace a al 
Altvn, Alvin Oil & Gas 
mound, 








Cushing, Cummings et al ........ 
Crocket Gounty—S. Syndicate 
South @&'Dzona, S. W. Syndicate ... 
Chambers County—Barber Hill, G 
pg Ree eae 
Jackson aaa Brown et al. 
Caldwell County—Lockhart, Loc 






Fort Bend County—Blue ridge, Brown 
EC MEAUE GcdbsgacannssBudiarsndesass shut dow” 

Galveston County—Seabrook, Alkmeyer ‘ 

gn EG AE  Minehb cncenddb oan vehbeankevbes ad secantes ae 


League City; United Prod. Assn .. 
Texas City, Galveston County Oil 
High Island, Patton et al 










Gonzales County—South of Gonzales, 
ON GOED 0 aca5 cibckbaenvescawess teak ne £ 
Duval County—Noleda, Noleda O. & G. 4, 
Leap badeaekbebhheeheedand@led dessins scabs drg 
Fee, McKeever et al 1. .drg 
McKeeerv et al 2.. rig 
Piedras Pintas, Frost Oil .drg 
Piedras Pintas, Stein Oil 3. bees rig 
Piedras Pintas, Texas-Mex, Oil drg 
Schalbert, Empire Fuel & Gas 1 arg 
Garvis, Sinclair Oil & Ref. 2.............. arg 
a County—Cross timbere, Chastian 
E MisenbeetenbeecieeksecVesdsusupen sag she as see Bad 
Pierce Jct., Drummitt et al ............ 
Bennett, Bennett Co-Operatiev Oil = < 
Green bayou, Apex Oil .......... shut down 
Spring, Haynie et al ....... 


Cypress, Rucker et al . 
Hockley, Gulf Prod. 1 dr 

Hardin County—McShane,Forrest etic 
Oo r 










Pine Bayou, Keith et al 
Houston Survey, Houston 
Smith, Jordan Oil 
Section 9, Railroad Men’s Oil 
Turnbow, Operative Oil rig 

Jefferson County—Nome, Abercrombie "a 
al r 
Cheek, ATANCO Obl ..vcccccccscesveccscccsecs rg 

—— County—Minchey, Empire Fuel « 
dr, 





Pewee ee eer es er esa sseeeeeeeseaeesesesaceeeres 


e drg 
Nueces CGounty—White Point, Gulf Prod. 4.drg 

Siedermann, Southern Gas d 
Geneseo County—Bessie Bliths, 






O’ Byrne 
EO) cpcnnccccescconcnesenceesesencs® ecsetencO lS 
Mauricevilic, Kansas City’ parties arg 
Morgan’s Bluff, Codman et al ...... .drg 
Pecos County—Girvin, “Republic Prod. drg 
Girvin, S. W. Syndicate ...........--..ee00+ rg 
Refugio’ Gouniy—Sinton,, Ramsey Oil......drg 
Ruby OFF cccccccccccccccccqcccccccce econcaneses rig 
Starr “Sent iknaor paccuneseanbrrione ri-~- 

Sabine County—-Mitchell,. ‘Sabine oO. & D. 
wes paebiyndsedocavsasvarecce shut down 





Washington” csresen Rantesstiic wecnnte™ 
Oil 


South: Lonisiana—Caicasieu parish, Pine. 
Rid 





ee, Central Pet. ....ccccccccccccseeses rg 
Section 2%, Shreevport O. & G............. rg 
Bayou Chouique, Lake Charles Oil...... drg 
Iberia Parish—New Iberia, Gulf Refg. 2. 
PAS PEEP PRR shut down 
Boltvar, New ‘Tberia O. & G....... shut down 
Bayou Bouillion, Lee Hager et al........ rig 
Bouillion, Producers Oil .........--seeeees+ rig 
Catouhda Parish—Barrett, gi Oil” sevnae rig 
Miss., Vicksburg—Miss. O. > Roccccccces drg 
Wells drilling .. weescescocscosecasosvess, OF 
Rigs ... esesccsccccs SE 
DOREE kv cckscecinscceccvennysvocveccshcvenseess OS 


GULF COAST. 


Summury for February. 








Dist. Comp.Prod.Dry.Gas. Rigs. Drg.To’l. 
Anse la Bute 0 0 0 0 0 2 2 
BAtGOR. 2.6000 3 250 1 0 3 6 9 
Edgerly ..... 4 1,266 2 0 1 10 ll 
Goose Creek 12 26,550 1 . 2. eS 
Humble . 39 7,115 12 2 :. = SS 
Jennings 3 75 2 0 0 5 6 
Markham .. 1 0 1 1 1 5 6 
Spindletop.. 2 100 1 © 1 4 5 
Saratoga ... 4 50 3 0 2 3 5 
Sour Lake .. 18 6,260 6 0 6 23 34 
Vinton ...... 6 2,140 2 0 1 9 10 
Miscell. ..... 13 1" 22 @ 88 

To’l Feb...105 43,790 42 5 61 223 284 

To'l Jan...101 41,865 383 10 51 194 245 

POP cosas 4 1,925 9 5 10 29 39 

Increase completed wells, 4 

Increase new production, 1,925. 

Increase dry holes, 9. 

Decrease gas wells, 5. 

Increase panne | wells, 29. 

Increase rigs, 1 

Net increase, 29. 

TEXAS-LOUISIANA., 
Summary for February. 
Prod, Dry. Gas. 
Texas Panhadle 2,871 13 4 
North Louisiana 1,945 12 12 
Gulf Coast ...... 43,790 42 5 

Total February ...... 212 = 48,606 67 21 

Total January ........ 190 46,949 65 21 

Increase ....... Recccee 2B 1,657 12 

Rigs and Wells Drilling. 
Rigs. Drg. Total. 
Texas Panhandle ........+-.. 52 159 211 
North Louisiana .... - &8 99 157 
Gulf Coast ....... cccccccccces Gl 223 284 

Total February 2% ........ 771 481 652 

Total Janmary 31 .......... 151 429 580 

Increase ........ eepenspennes ae 52 73 





ROYAL DUTCH COMPANY STOCK. 





NEW YORK, March 9.—Royal Dutch 
Yo. shares are quoted in Amsterdam at 
503 guilders. This corresponds to a price 
of 68 for the “American shares.” 





LANDS OF FULL-BLOOD INDIANS 
NOT ALIENABLE, DECIDES COURT. 





WASHINGTON, D. C., March 7.—In 
further construing Sections 15 and 16 of 
the supplemental agreement with the 
Choctaws and Chickasaws, the Supreme 
Court, in affirming the case of Gannon 
against Johnston and Wolfe, appealed 
from the Supreme Court cof Oklahoma, 
held that full-blood surplus lands were 
not alienable, whether in the hands of the 
original allottee or their heirs, save under 
the restrictions which the agreement sets 
out. 

Cc. E. Gannon secured deeds to the sur- 
plus lands and homestead of Agnes Wolfe, 
through a succession of deeds from Wil- 
burn Wolfe, in October, 1903. In January, 
1909, Wolfe made deeds to D. R. Johnston, 
which applying to the surplus were ap- 
proved by the County Judge of Pontotoc 
County and the Secretary of the Interior. 
In affirming the Oklahoma Court, the Su- 
preme Court held that the supplemental 
agreement not only intended to restrict 
alienation of the surplus during the life- 
time of the allottee, but as well during 
the periods named when the lands might 
descend to an heir, that is one-fourth in 
one year, one-fourth in three years and 
the remainder in five years. 

The court held that the case of Mullen 
against the United States was not con- 
trolling, since it dealt with Section 22 of 
the treaty, but that the case of Bowling 
against the United States dealt with re- 
strictions like those in the Gannon tase. 
Justice Day, announcing the opinion of 
the court, adds: 

“A contention that many investments 
have been made upon construction of the 
law differing from that given in this case 
by the Oklahoma Supreme Court, and 
that such construction and common un- 
derstanding of the bar have operated to 
establish a rule of property, which can 
not be changed, was denied by the Su- 
preme Court of Oklahoma, and rightly so. 
The matters relied upon were inadequate 
to overcome the meaning of the statutory 
provision in question.” 


LETTERS AT JOURNAL OFFICE. 





Unclaimed letters at the office of The 
Oil and Gas Journal include one for Ed 
Slater and one for Vern Osborne. 


SINCLAIR’S MEXICAN OIL PLANS 
BEING WORKED OUT, IT SEEMS: 





KANSAS CITY, Mo., March 9.—The 
Kansas City Post is responsible for the 
following: A rumor current in the finan- 
cial district this morning was later con- 
firmed by H. P. Wright to the effect that 
the Sinclair Gulf Oil Co. is negotiating 
for large oil acreage in Mexico. This oil 
land, which has a vast proved production, 
is under the control of the Freeport Gulf 
Oil Co. Part of it adjoins the great acre- 
age of the Pearson interests of England. 

The Freeport lease has a well which 
produces between 100,000 and 150,000 bbls. 
of oil a day. The owners have never 
dared to open it and let it flow freely, 
for fear it would tear their casing and 
derrick to pieces. 

“If this deal is consummated, the Sin- 
clair Gulf corporation will gain control of 
the Freeport fleet of tank steamers and 
refineries near New Orleans on the Mis- 
sissippi River, at Texas City and at Jack- 
sonville, Fla.,”’ Mr. Wright said. ‘The 
New Orleans refinery has a capacity of 
20,000 bbls. a day, the other two being 
smaller. 

“The Sinclair fleet of steamers will total 
21, if the negotiations result successfully. 
The company has an option also on a 
tract of land on New York harbor, where 
it is intended to build a big refinery and 
dock. 

“The Mexican oil has an asphalt base 
instead of one of paraffine, as in the Mid- 
Continent field. Asphalt paving material 
thus would be made one of the principal 
by-products of the Sinclair company. It 
is intended, in the event of the proposed 
amalgamation, to use the present Free- 
port refineries to handle the Mexican pro- 
duction and the Sinclair holdings in the 
Healdton and Osage-Hominy fields of Ok- 
lahoma will be refined at the new Houston 
refineries, where it will be taken by pipe 


e. 

‘If the Mid-Continent field should ever 
fail, oil could thus be piped from the Gulf 
to Kansas City and Chicago by reversing 
the pumping arrangements. The pipe 
line is expected never to be idle. 

“Engineers, surveyors and geologists 
have sailed for Costa Rica and will rush 
work on locating sites for test wells 
throughout the 9,000,000 acres of the Sin- 
clair concession. Large numbers of drill- 
ing rigs already have been ordered and 
will be shipped as soon as locations are 
made.” 


